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FORWAED 

This  river  mile  index  on  the  Clark  Fork-Pend  Oreille  River  Basin 
is  one  of  a  series  of  reports  to  be  issued  on  major  tributaries  to  the 
Columbia  River  and  other  major  streams  in  the  Pacific  Northwest.  Most 
of  the  mileages  were  interpolated  from  measurements  on  U.  S.  Geological 
Survey  topographic  maps,  river  survey  maps,  and  water  supply  papers; 
Forest  Service  planimetric  maps,  and  Corps  of  Engineer  river  survey  and 
flood  fighting  maps.  Mileages  in  the  Canadian  portion  of  the  basin 
were  measured  on  maps  issued  by  the  Departoient  of  Mines  and  Technical 
Surveys,  Ottawa,  Canada.   The  U.  S.  Geological  Survey  furnished  informa- 
tion on  stream  gage  locations,  drainage  areas,  and  water  elevations  at 
key  points . 

In  making  the  index,  the  river  mile  distances  were  measured  upstream 
from  the  mouth  to  the  nearest  tenth  mile.   Tributaries  are  shown  as  enter- 
ing from  the  right  or  left  from  a  position  facing  downstream.  Names  of 
streams  are  underlined;  names  of  towns  are  in  capitals.   Elevation  of 
water  surface  is  shown  at  average  elevation  for  late  summer  flow  at 
gaging  stations,  at  both  top  and  lower  level  for  falls  and  at  normal 
pool  elevation  behind  dams  in  feet  above  mean  sea  level. 

Streams  and  points  of  interest  included  are  based  on  the  volume  of 
flow,  size  of  drainage,  and  degree  of  development  with  no  well -defined 
rules  of  procedure.   Care  has  been  taken  to  make  this  index  as  complete 
and  as  accurate  as  possible.  Users  are  invited  to  inform  the  Hydrology 
SubcoQiniittee  of  any  additions  or  corrections. 


RIVER  MILE  INDEX 
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LEFT  BANK                        RIGHT  BANK  PAGE 

13.3   Salmo  River  1 

9?. 2       Priest  River.    .........    5 

119.0       Pack  River 6 

185.9       Vermillion  River 8 

21U.6       Thompson  River 9 

2U5.0       Flathead  River 10 

270.7  St.   Regis  River. 32 

350.5       Bitterroot  River   3U 

3614,6       Blackfoot  River 36 

381.8  Rock  Creek  .........    UO 

l;17.6       Flint  Creek. Ii2 


RIVER  MILE  INDEX 


PE]}n3-D 'OREILLE  RIVER  (2ED  ORDER) 


River 

Mile 

Location 


Description 


0.0 

0.2 
0.21 

0.5 


0. 
0. 


51 
52 


^.3 
5.3 

e.e 

6.7 
7-3 
8.8 
10.8 
11.4 
11.6 
13.3 


Drainage 

Area 
sq.  miles 


Water 
Elev.__ 
ft. 


Mouth  of  Fend -d 'Oreille  River  at  Coluiibia 

river-mile  7^5-5  (L  tank  Columbia) 

British  Columbia  Hwy  bridge 

GN  RR  hridge 

Stream  gauge^  "WR]^8]IE-8'4^  USGS  12-3992, 

at  Waneta  dam,  (tailwater) 

Waneta  dams^,  CM&S 

Stream  gauge,  "WRB#8m;-81,  USGS  12-3991, 

at  Waneta  Dam  (normal  Pool) 

Four  Mile  Creek  (R  bank) 

Seven  Mile  Creek  (R  bank) 

Church  Creek  (L  bank ) 

Nine  Mrre~Creek  (R  bank) 

Overhead  telephone  lines _,  B.C.Tel. 

Charbonneau  Creek  (R  bank) 

Harcourt  Creek  (L  hank) 

Tillieum  Creek  (R  bank) 

Limpid  Creek  (R  bank) 

Salmo  River  (R  bank,  '^xd.   order) 

0.0 

0.1 

0.9 
2.8 

3.7 
it. 2 


25. 


25; 


1,316 


1.517 


5.2 

5.21 

7.2 

7.3 


7.4 


(at  confluence  with  Fend -d 'Oreille  River) 

British  Columbia  Hwy  bridge 

Overhead  powerllnes,  WKP&L 

Wallack  Creek  (R  bank) 

Shenango  Canyon  (upstream  end) 

Creggan  Creek  (L  bank,  i^-th  order) 

0.0   (at  confluence  with  Salmo  River) 

O.k       Rosebud  Creek  (R  bank) 
Road  bridge 

Overhead  poweriines,  WKP&L 
Swift  Creek  (R  bank) 

Stream  gauge,  ¥RB  jfOES-'jk,   USGS  12-3987 
near  SALMO 

South  Salmo  River  (L  bank,  kt]i   order) 
0.0   (at  confluence  with  Salmo  River) 
0.1   British  Columbia  Hwy  6  bridge 
0.2   Overhead  poweriines,  WKP&L 
0.3   Road  bridge 


if50 


2,003   at 
avg.    flow 
1,160    cfs 


River 

Mile 

Location 


Description 


South  Salmo  River  (Cont'd) 


Drainage 

Area 
sq.  miles 


Water 

Elev. 

ft. 


l.k       Lost  Creek  (R  bank,  5th  order) 


0,0   (at  confluence  with  South 

Salmo  River ) 

0.2  Road  bridge 

4.3 

British  Columbia  E^^   3A  bridge 

k.8 

British  Columbia  Hwy  3A  bridge 

6.5 

Road  bridge 

7.0 

Stagleap  Creek  (R  bank,  5th  order) 
0.0   (at  confluence  with  South 

Salmo  River) 
1.5  Ripple  Creek  (L  bank) 

8.8 

International  Boundary 

10 

.2 

Road 

Bridge 

13 

.5 

Sheep 

Creek  (L  bank,  4th  order) 

0.0 

(at  confluence  with  Salmo  River) 

0.2 

British  Columbia  Hwy  6  bridge 

0.1+ 

Road  bridge 

3.1 

Road  bridge 

3.h 

Aspen  Creek  (R  bank) 

5.3 

Waldie  Creek  (L  bank) 

7.4 

Curtis  Creek  (L  bank) 

IT 

8 

Erie 

Creek  (R  bank,  4th  order) 

0.6 

Road  bridge,  SAIMO 

0.8 

Road  bridge,  SALMO 

3.U 

GN  RR  bridge 

3-1 

Divide  Creek  (R  bank,  5'th  order) 
0.0   (at  confluence  with  Erie  Creek 
0.1  GN  RR  bridge 
0.2  Outlet  of  Erie  Lake 

3.3 

British  Columbia  Hwy  3  bridge,  ERIE 

18. 

1 

British  Columbia  Hwy  6  bridge 

18. 

2 

Overhead  powerlines ,   WKP&L 

21. 

T 

Boulder  Mill  Creek  (R  bank,  4th  order) 

0.0 

(at  confluence  with  Salmo  River) 

0.1   GN  RR  bridge 

0.2   British  Columbia  Hwy  3A  &  6  bridge 
21.9   Hidden  Creek  (L  bank) 
22.1   Road  bridge 
24.4   Road  bridge 


River 

Mile                                               Drainage  Water 

Location                 Description                   Area  Elev. 

sq.  miles  ft. 

Salmo  River  (Cont'd) 

2^.5   Porcupine  Creek  (L  bank) 

0.0   (at  confluence  with  Salmo  River) 
1.0   Aerial  tramway 

26.7  Road  bridge,  IMIR 

26.8  Aerial  tramway 

27.0  Overhead  powerlines,  ¥KP8=L 

27.1  YnJir  Creek  (L  bank) 

27-5   British  Columbia  Hwy  6  bridge 

30.2  British  Columbia  Hwy  6  bridge 

30.6  Barrett  Creek  (R  bank) 

33-9   Hall  Creek  (R  bank,  kth   order) 

0.0   (at  confluence  with  Salmo  River) 

0.1   GN  RR  bridge 

0.2   Road  bridge 

0.21  Overhead  powerlines,  WKP&L 

36.3  Aerial  tramway 

36.9  Clearwater  Creek  (L  bank) 
37-8   Apex  Creek  (L  bank) 

38.7  Overhead  powerlines^,  WKP&L 
39 •!   Overhead  powerlines,  WKP&L 

15 . 9   International  Boundary 


NOTE:   On  the  following  pages,  the  United  States  spelling 
"Fend  Oreille"  is  used. 
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RIVER  MIIE  INDEX 

CLARK  FORK  PEND  OREILLE  RIVER  (2ND  ORDER) 

River 

Mile                                           Drainage  T/Jater 

Location  Description                Area  Elev. 

miles                                         sq,  miles  ft, 

Pend  Oreille  River  (Cont'd) 

16.0  At  Canada-United  States  Border  1,720 

16, U  Overhead  powerline  BPA  230  kv 

17.0  Boundary  Dam  Spillway 

17.3  Stream  gage,  USGS  #3985j  below  Z  Canyon, 

nr.  Metaline  Falls  2^,211      1,739 

18.0  Pewee  Creek  (L  bank) 

-'■^•'^  Lime  Creek  (R  bank) 

21.8  Everett  Creek  (L  bank) 
22,2  Slate  CreeFTR  bank) 

1,0  Slate  Creek  near  mouth  29.3 

2li.2    Threemile  Creek  (R  bank) 
2^,8    Flume  Creek  (L  bank) 

26.7  Metaline  Falls  Power  Plant  (R  bank), 

Pend  Oreille  MfeM  Co. 

26.9  Sullivan  Creek  (R  bank) 

0.5  Gage  3980,  Sullivan  Creek  at 

Metaline  Falls  lii2      2,050' 

U.8  Outlet  Creek 

0.1  Gage  3971,  Outlet  Creek  near 

Metaline  Falls  ^l.^New  2,^50 

5.0  Gage  3969,  Sullivan  Creek  above  Outlet 

Creek,  near  Metaline  Falls  70.2    2,?50 

27.0    State  Hwy  31  bridge,  METALINE  FALLS 
28,2    Linton  Creek  (L  bank) 
29. U    Pocahontas  Creek  (R  bank) 
30. U    Wolf  Creek  (R  bank) 
30.9    Sweet  Creek  (L  bank) 

31.6  Sand  Creek  (R  bank) 

3ij.,3    Stream  gage,  USGS  #3965,  below  Box  Canyon 

near  lOlffi  2l;,9iiU      1,981; 

3I4.U    C14STP.<tP  RR  bridge 
3ii.5    Box  Canyon  Dam  Spillway  2,030 

37.8  lone  Creek  (L  bank) 
38.0    Muddy  Creek  (L  bank) 

0.0  Big  and  Little  Muddy  Creeks  I4O.O 

38.7  Street  bridge,  lONE 
U2,0    Renshaw  Creek  (L  bank) 
ii7.8    Lost  Creek  (L  bank) 

52.0    Ruby  Creek  at  mouth  29.8 


-  k   - 


Kiver 
Mile 

Location 
miles 


56.2 

57.6 

5b. 3 
5y.l 
61.6 
63.7 

66.28 

66.29 
69.6 

71,. 7 
72.6 
73.2 

73.6 
76.2 
77.1 
7d.5 
81.2 
83.7 
88.2 
88.4 
88.5 

90.1 
90.3 
91. Q 
94.5 
95.2 


Description 

Pend  Oreille  Kiver  (Cont'd) 

Le  Clerc  Creek  (R  Uank) 
0.0  Le  Clerc  Creek  at  mouth 
Middle  Creek  (R  bank) 
Mill  Creek  (R  bank) 
Loop  Creek  (R  bank) 
Cusick  Creek  (L  bank) 
Tacoma  Creek  (L  bank) 
2.0  Tacoma  Creek  at  Hwy  6 


Drainage 

Area 
sq.  miles 


87.7 


Water 

Elev. 
ft. 


62.7 


Delow  Calispell  L.    105 

24,356 


Trimble  Creek  (L  bank) 

jjrowns  Creek  (R  bank) 

Calispell  Creek  ( L  bank ) 

5.0  Calispell  Creek  1/2  rai. 

Street  bridge,  USK 

Davis  Creek  (L  bank) 

Skookum  Creek  (R  bank) 

1.2  Skookum  Creek  at  road  crossing  near  mouth      42.2 

Lower  end  of  unnamed  slough  (R  bank) 

Upper  end  of  unnamed  slough  (R  bank) 

Brackett  Creek  (L  bank) 

Kent  Creek  (L  bank) 

Indian  Creek  (R  bank) 

Marshall  Creek  (R  bank) 

U.S.  Hwy  2  bridge  NEWPORT 

Overhead  powerline  BPA  115  kv 

Stream  gage,  USGS  #3955,  Pend  Oreille  R. 

at  NEWPORT  24,200 

Albeni  Falls  Dam  spillway 

GN  RR  bridge 

Strong  Creek  (L  bank) 

Street  bridge,  PRIEST  RIVER 

Priest  River  (R  bank,  3rd  order) 

0.3  GN  RR   bridge  981  CE 

0.3  Overnead  powerline  BPA  115  kv 

0.4  U.S.  Hwy  2  bridge 

1.2  County  Road  bridge 

3.8  Stream  gage,  USGS  ^3950,  Priest  River, 

near  Priest  River  902 

4.2  Lower  West  Fork  (R  bank,  4th  order) 

2.7  Norman  Priest  Hwy  bridge 

^•^  P^"e  Creek  (R  bank) 

7.6  Norman  Priest  Hwy  bridge 

8.0  Snow  Creek  (R  bank) 


2,031 
2,062 


2,019 


8.1  Norman  Priest  Hwy  oridge 
11.2  Moore  Creek  (L  bank) 


8.0 


2,115 


River 
Mile 

Location 
miles 


Description 


101.14- 

102  o  7 
10l^.8 
106,4 
107.1 
108.1^ 
110.4 
111.4 
111.6 

112.9 
115. 4 

117.7 
118.9 
119.0 


Drainage 

Area 
sq.  miles 


Water 

Elev. 

ft. 


Priest  River  (Cont'd) 


8.9 
10.4 
10.9 

11.5 
15.4 
16.6 
18.4 
18.7 
20.0 
20.8 
25.0 
34.4 
38.8 


Crazy  Creek  (L  bank) 
Foot  bridge 

Little  Pine  Creek  (L  bank) 
Blue  Creek  (L  banl^) 
Quartz  Creek  (R  bank) 
Prater  Creek  (L  bank) 
Big  Creek  (L  bank) 
Fox  Creek  (L  bank) 
Benton  Creek.  (L  bank) 
East  River  (L  bank) 


2,190 


County  Road  bridge 

Upper  West  Branch  (R  bank) 

Stream  gage^  USGS  #3940,  Priest  River  near 

COOLIW 
38.9   Dickensheet  Road  bridge 
41.5   Blnarch  Creek  (R  bank) 
43.3   Lamb  Creek  (R  bank) 
44.0   Priest  Lake  outlet 
68.0   Gage  3930,  Priest  Lake  near  COOLIN 

Inlet  to  Priest  Lake 
Riley  Creek"  (R'  bank) 
Hoodoo  Gregk  (L  bank) 
Cocolalla  Creek  (L  bank) 
Lower  end  of  Morton  Slough  (L  bank;) 
Johnson  Creek  (R  bank) 
Upper  end  of  Morton  Slough  (L  bank) 
Smith  Creek  (RHjank) 
Trout  Creek  (R  bank) 
SI  PlR  bridge 
Hornby  Creek  (R  bank) 
Chucks  Slough  (R  bank) 
U.  S.  Hwy  95  bridge 
GN  RR  bridge 

Outlet  of  Rend  Oreille  Lake 
Pack  River  (3rd  order,  flowing  into  North- 
east section  of  Pend  Oreille  Lake) 
1.7   NP  RR  bridge 
8.9   Trout  Creek  (L  bahk) 
9.2 


611 


572 


2,341 

2,435 

2,440 


2,062 
2,062 


Hope  Road  bridge 
Rapid  Lightning  Creek 


, L  bank. 


13. 


2 . 5   Gage  3924,  near  SAMUELS 

Pack  River  road  bridge 

3.0  Rapid  Lightning  Damsite 


45.0 


2,330 


6 


River 

(vjiie  Drainage       Water 

Location  Description  Area         Elev. 

miles  sq.  miles        ft. 

Pack  River  (Cont'd) 

15.4  Gold  Creek  (L  Dank) 

18*7   )  Twin  bridges  (road) 

iy.6   Lumber  RR  bridge 
23.8   Grouse  Creek  (L  bank) 

2.5  Grouse  Creek  Uamsite  bb.b 

24.5  Grouse  Creek  Crossing  (Dridge) 
25.8   Sand  CreeK  (L  bank) 

2b. 3  Overhead  powerline  BPA  115  kv 

2b. 4  SI  R'R   bridge 

26.7  Samuels  Creek  (L  uank) 

27. y  GN  RR  Dridge 

28.07  Stream  gage,  USGS  if3y23 ,  PacK  River 

near  COLbURN  124        2,130 

28.08  U.S.  Hwy  95  Dridge 

Inflow  to  Pend  Oreille  Lake  2,0b2 

Lightning  Creek  (R  Dank) 
Street  Dridge,  CLARK  FORK 
Mosquito  Creek  (R  bank) 
NP  RR   bridge 
Twin  Creek  (L  Dank) 
Suspension  foot  bridge 

Stream  gage,  USGS  #3920,  Clark  Fork  at  Whitehorse 

Rapids  22,0b7         2,069 

CaDinet  Gorge  Dam  Spillway  2,1^75 

Blue  Creek  (R  bank) 
Deadhorse  Creek  (R  bank) 
Suspension  foot  bridge 
Elk  Creek  (L  bank) 
Blacktail  Creek  (R  bank) 
Overhead  powerline  BPA  230  kv 
Bull  River  (R  bank) 

0.0   (at  confluence  with  Clark  Fork)  140  New     2,175 

Street  bridge,  NOXON 
Pilgrim  Creek  (L  bank) 
Government  Creek  (R  bank) 
Rock  Creek  (R  bank) 

Noxon  Rapids  Dam  (Noxon  Reservoir)  spillway  2,179 

and  stream  gage,  USGS  ff3914  21,833         2,331 

McKay  Creek  (R  bank) 
Stevens  Creek  (L  bank) 
Swamp  Creek  (R  bank) 
Martin  Creek  (L  Dank) 
Tuscor  Creek  (L  bank) 


7  - 


139. 

0 

142 

0 

142 

5 

142 

6 

142 

9 

146. 

4 

149 

0 

149 

5 

149 

9 

151 

.4 

153 

.9 

154 

.3 

157 

.1 

159 

.2 

160 

.2 

162 

.5 

166 

.9 

165 

.97 

167 

.04 

158 

.7 

169 

.7 

170 

.3 

170 

.9 

173 

.6 

175 

.7 

177 

.0 

River 

Mile 

Location 

miles 


Description 


181.5 
1B1.7 
182.0 
185.9 


185.6 
193.9 
196.2 
199.8 
200.0 
201.2 
201.4 
201.9 
202.0 
204.8 
207.3 
207.5 


Drainage 

Area 
sq.  miles 


Water 

Elev. 

ft. 


Clark  Fork  (Cont'd) 

Trout  Creek  (L  bank) 

Overhead  Powerline  BPA  230  kv 

U.S.  Hwy  lOA  bridge 

Vermillion  River  (R  Dank,  3rd  oraer) 

oTo 

0.1 
2.2 
2.8 
3.2 
3,9 


(at  confluence  with  Clark  Fork  River) 
North  side  county  roaa  bridge 
Twenty  Odd  Gulch  (R  bank) 
Berry  Gulch  (R  bank 
Roe  Gulch  (R  bank) 
Canyon  Creek  (R  bank) 
5.6    Cataract  Creek  (L  oank) 
b.5    Lyons  Gulch  (R  Dank) 
8,78   Grouse  Creek  (L  bank) 
8.85   Sims  Creek  (R  bank) 
10.9   Twenty-nine  Gulcn  (R  Dank) 
11.8   Spring  Creek  (R  bank) 
12,0   Bear  Creek  (L  bank) 
13.5   Willow  Creek  (R  banx) 
14.2   Querr  Creek  (R  bank) 

15.8  Charred  Creek  (R  bank) 
16.7   Toboggan  Creek  (R  bank) 

17.2  Miller  Creek  (L  bank) 
18.0   Happy  Gulch  (L  bank) 
IB.O    Snow  Gulch  (R  bank) 

18.9  Cold  Creek  (R  bank) 

19.3  Control  Creek  (L  Dank) 
21.7    Outlet  of  Image  Lake 
Beaver  Creek  (L  bank) 

Deep  Creek  (R  bank) 

Cougar  Gulch  (R  bank) 

Mosquito  Creek  ( L  bank ) 

Graves  Creek  (R  bank) 

Overhead  powerline  BPA  230  kv 

Overhead  powerline,  Montana  Power  Company 

Squaw  Creek  (R  bank) 

NP  RR   bridge 

U.S.  hwy  10 A  Dridge 

Gage  3910,  Clark  Fork  at  Thompson  Falls 

Prospect  Creek  (L  bank)  and  Thompson  Falls 

Spillway 


107 


2,331 


21,113 


0.0 
0.5 
0.6 

207,69  Street 


(At  confluence  with  Clark  Fork)  182 

Gage  3907,  Prospect  Creek  at  Thompson  Falls  182 
Gage  3905  j,  Prospect  Creek  near  Thompson 
Falls  145 

Dridge,  THOMPSON  FALLS 


2,340 

2,400 
2,410 


River 

Mile  Drainage  Water 

Location  Description  Area  Elev, 

miles  sq,  miles  ft. 

208,0   T-iiompson  Falls  Dam  (Thompson  Falls  Reservoir)  2,39b 

powerhouse,  and  transmission  line  20,yb8         2,333 

210.0  Pipeline 

212.7  Cherry  Creek  (L  bank) 

214.6   Thompson  River  (R  bank,  Srd  order) 

OoO   (At  confluence  with  Clark  Fork  River)         643         2,396 

0.03  NP  RR  bridge 

0.2   U.S.  Hwy  lOA  bridge 

O.H   Overhead  powerline  riPA  230  kv 

0»5   County  road  bridge 

1„3  Stream  gage,  USGS  ff3895,  Thompson  River 

near  Thompson  Falls  642         2,432 

2,0  County  road  bridge 

2.2  Goat  Creek  (R  bank) 

3.8  Buckeye  Creek  (L  bank) 

5.2   Sleepy  Gulch  (L  bank) 

6,5  West  Fork  (R  bank) 

8,0  Bay  State  Creek  (L  bank) 

9,7  Big  Hole  Creek  (L  bank) 
10.8  Bark  Table  Creek  (R  bank) 
12.6  Calico  Creek  (R  bank) 
13,4  Deerhorn  Creek  (R  bank) 
14.8  Fishtrap  Creek  (R  bank) 

0.0  Fishtrap  Creek  at  moutn  93,0 

15.8  Little  Thompson  River  (L  bank) 

15.9  County  road  bridge 

20.4  Bear  Creek  (L  bank) 

21.6  Big  Prairie  Creek  (R  Dank) 

22.0  Chippy  Creek  (L  bank) 

25.1  Meadow  Creek  (R  bank) 

28.5  Big  Rock  Creek  (L  bank) 

32.35  Lazier  Creek  (R  bank) 

32.36  Indian  Creek  (R  bank) 
36.1  Shroder  Creek  (L  bank) 
36.4  Murr  Creek  (L  bank) 

37.4  County  road  bridge 

39.5  Sales  Creek  (R  bank) 
"+2.2  Long  Creek  (L  bank) 

43.5  Outlet  of  Lower  Thompson  Lake 

216.1  Overhead  powerline  BPA  230  kv 

216.6  Overhead  powerline j  Montana  Power  Company 

220.5  Eddy-  Dam^te  (normal  tailwater)  2,396 

220.7  -Munson  Creek  (R  bank) 

224.3  Overhead  powerline  BPA  230  kv 
225,9  Swamp  Creek  (L  bank) 

226.4  Overhead  powerline  BPA  230  kv 

227.2  Buffalo  Bill  Creek  (R  bank) 
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Kiver 

Mile  Drainage  Water 

Location  Description  Area  Elev. 

miles  sq.  miles  ft. 

231.5  Overhead  powerline  BPA  230  kv 
231.8   Lynch  Creek  (R  bank) 

O.U   Lynch  Creek  at  moutn  bb,8 

234.6  Compbest  Creek  (L  bank) 
0,0   Compbest  Creek  at  mouth  18,9 

236.3   Street  bridge,  PLAINS 

237.3   Boyer  Creek  (R  bank) 

239.0   Stream  gage,  USGS  #3890,  Clark  Fork  near  PLAINS  19,958         2,454 

239.2   Henry  Creek  (R  bank) 

241.0  Paradise  Damsite   (Normal  Tailwater)  2,459 
243.2b  NP  RR  briage 
243.31  U.S.  Hwy  lOA  bridge 
243.34  McLaughlin  Creek  (R  Dank) 

244.1  Kennedy  Creek  (L  bank) 
245.0  Flatnead  River  (R  bank,  3ra  order) 

0.0   (At  confluence  with  Clark  Fork  River)       9,080 

2,7   Knowi.es  Damsite   (normal  tailwater)         9,000         2,470 

2.9  Wilson  Creek  (L  bank,  4th  order) 

0.1   U.S.  Hwy  lOA  bridge 
3,9  Robertson  Creek  (L  Dank,  4th  order) 

0.1   U.S.  Hwy  10 A  bridge 

2.8  West  Fork  (L  bank) 
4.4  Knowles  Creek  (R  bank,  4tn  order) 

0.02  NP  RR  bridge  | 

5,1  Burgess  Creek  (L  bank,  4th  order)  [ 

oTl   U.S.  Hwy  lOA  bridge  [ 

7.0  NPRR  bridge 
7.4  Seepay  Creek  (L  bank,  4th  order) 

0T2   NPRR  bridge 

0.3   U.S.  Hwy  lOA  bridge 

2.8   West  Fork  (L  bank)  i 

5.3  Roaring  Creek  (R  bank) 
10.9   Street  bridge,  PERMA 
11.3  Cama.s  Creek  (R  bank,  4ti:i  order) 

0,1  County  road  bridge 

1.8   Pipeline 

2.5  County  road  bridge 

3.1  County  road  bridge 

3.6  County  road  bridge 

5,6   Coppedge  Gulch  (L  bank) 

5.8   County  road  bridge  j 

7.0   County  road  bridge  F 

8.2  County  road  bridge  j 
12.0   Wilcox  Draw  (R  bank,  4tn  order)  i 

0.2   County  roaa  bridge  ; 

0,5   Pipeline  [ 
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River 
Mile 

Location 
miles 


Description 


Drainage 
Area 

sq.  miles 


Water 

Elev. 

ft. 


12.9   Pipeline 

13.0  Race  Horse  Gulcn  (R  bank,  4th  order 

0.5   County  road  bridge 

O.b  County  road  bridge 

0.8   County  road  bridge 

J. 9  County  road  briage 

l.b   County  road  briage 

13.5  Vanderberg  Creek  (L  bank,  4th  order) 
0.3  NPRR  bridge 

0.3   U.S.  Hwy  lOA  bridge 
0.5   Pipeline 
16.9   Magpie  Spring  Creek  (L  bank,  4th  order) 
0.2   NPRR  bridge 
0.3   U.S.  Hwy  10 A  bridge 
0.4  Pipeline 

17.6  Magpie  Creek  (L  bank,  4th  order) 
0.2   NPRR  bridge 

0.4  U.S.  Hwy  lOA  bridge 
0,8  West  Magpie  Creek  (L  bank) 
2.0  County  road  bridge 
20.4  Gunderson  Creek  (L  bank,  4tn  order) 
0.2   NP  RR  bridge 

1.0  U.S.  Hwy  lOA  bridge 

21.7  Revais  Creek  (L  bank,  4th  order) 
0.5   NP  RR  bridge 

1,8  U.S.  Hwy  lOA  bridge 
2,3  County  road  bridge 

4.1  County  road  bridge 
25.0   Street  bridge,  DIXON 

25.3  Overhead  power  line  13  PA  230  kv 

25.4  Jocko  River  (L  bank,  4th  order) 

0.0   (At  confluence  witn  Flathead  River) 

0.3   NP  RR   bridge 

0.8  NP  RR   bridge 

1.0   U.S.  Hwy  93  bridge 

2.3   Selow  Creek  (L  bank,  5th  order) 

0T2   U.S.  Hwy  lOA  bridge 

1,5   County  road  bridge 

2.1  County  road  i^ridge 


35.0 


2,640 


380 


2,511 
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River 

Mile                                             Drainage  Water 

Location  Description                   Area  Elev. 

miles                                            sq.  miles  ft. 

Jocko  River  (Cont'd) 

2.k  WP  RR  bridge 

5-5  Elk  Creek  (R  bank) 

7.2  Trisky  Creek  (R  bank) 

8.6  U.  S.  Hwy  lOA  bridge 

8.7  NP  RE  bridge 

9.2  Gage  3880  near  PAV7UILI  3l^-8        2,680 

11 . 5   County  road  bridge 
11.8  Valley  Creek  (L  bank^  5tii  order) 

OTI  Gage  3875  near  RAVALLI  6k. 1  2^750 

1.6  County  road  bridge 

2.1  Pipeline 

2.k     Overhead  powerline;  Montana 

Power  Company 
3 . 3   County  road  bridge 
3.6  North  Fork  (L  bank) 
k.9     Hevolf  Creek  (L  bank) 

6.2  East  Fork~TR  bank) 
12.3  County  road  bridge 
ik.k     County  road  bridge 
15.0  County  road  bridge 

16.2  Overhead  Powerline;,  Montana  Power 
Company 

19.0  NPEE  bridge  and  Overhead  powerline; 
Montana  Power  Company 

19.1  Finley  Creek  (L  bank^  5th  order) 

0.4  County  road  bridge 

0.8  NPRR  bridge 

1.9  County  road  bridge 

2.2  Pipeline 

2.3  Pipeline 

2.6  Agency  Creek  (R  bank) 

3.7  County  road  bridge 
6.5  County  road  bridge 
'i'-2  Schley  Creek  (R  bank) 

8.7  Pipeline,  Gage  3870  near  JOCKO   36.7       3,520 

8.8  East  Fork  (R  banl^) 

9.0  Overhead  powerllne,  Montana  Power 

Company 
9.3  U.S.  Hwy  lOA  bridge 
11.0  NPRR  bridge 
11.2  Frog  Creek  (L  bank) 
19.32  U.  S.  Hwy  lOA  bridge 
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River 

Mile                                               Drainage  Water 

Location  ■   Description                    Area  Elev. 

miles                                            sq.  miles  ft. 

{ 
Jocko  River  (Cont'd)  i 

19.35  County  Road  bridge 

23.8  County  road  bridge ^  Gage  3845         l^k  3;, 210 

25.6  Big  Knife  Creek  (L  bank;  5"tii  order)  | 

0.01  County  road  bridge  } 

25-7  County  road  bridge.  Gage  383O  [ 

near  JOCKO  li+0         3,390      l 

27.6  Gold  Creek  (L  bank) 

28.1  County  road  bridge  | 

29. i+  Pistol  Creek  (R  bank)  f 

30.1  County  road  bridge 

30.39  North  Fork  (R  bank,  5th  order) 

2.6  County  road  bridge  I 

3O.J+2  Middle  Fork  (R  bank;  5th  order)  [ 

2.6 County  road  bridge  j 

3.8  Falls  Creek  (E  bank)  I 

3-9  County  road  bridge  !■ 

5.8  County  road  bridge  I 

30.8  County  road  bridge  } 

34.3  Gage  3815  near  JOCKO  72.3       3,900      f 

3^.^  South  Fork;  Jocko  River  (L  bank)  ! 

5th  order) 

1.8  County  road  bridge 
2.2  County  road  bridge 
3^.5  County  road  bridge 

39.2  Dam  (Lower  Jocko  Lake)  spillway        7-39      ^,3^0 
kO.k     Inlet  to  Lower  Jocko  Lake 
J+1.2  Outlet  of  Upper  Jocko  Lake 

28.0  Pauline  Creek  (L  bank;  i^-th  order) 
0.3   KPPJ^  bridge 
O.k       County  road  bridge 

28.1  Mission  Creek  (L  bank;  4th  order)  2;507 
3.^1  County  road  bridge 
3.kk-     NPRR  bridge 
8.h        Post  Creek  (P  bank;  5th  order) 

0.0   (At  confluence  with  Mission 

Creek)  266 

0.6  Overhead  powerlinc;  Montana 

Power  Company 
1.1  County  road  bridge 
3.1  County  road  bridge 
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River 

Mile 

Drainage 

Water 

Location 

Description 

Area 

Elev. 

miles 

sq.  miles 

ft. 

Post 

Creek  ( 

3.6 

3.7 
4.2 
4.8 

Cont'd) 
County  road  bridge 
County  road  bridge 
County  road  bridge 
U.S.  Hwy  93  bridge,  Gage 

3795  nr.  ST.  IGNATIUS 

47.6 

2,730 

5.5 

County  road  bridge 

6.7 

County  road  bridge 

6.9 

County  road  bridge 

7.2 

Marsh  Creek  (R  bank) 

7.3 

Gage  3790,  at  Des champs  Ran. 

29.7 

2,850 

8.5 

County  road  bridge 

12.4 

Outlet  of  MacDonald  Lake 

3.598 

8.9 

Sabine 
1.9 

2.4 

3.9 

4.8 

Creek  (L  bank,  5"th  order) 

Overhead  powerline,  Montana 

Power  Co. 

Overhead  powerline,  Montana 

Power  Co. 

Overhead  powerline,  Montana 

Power  Co. 

U.S.  Hwy  93  bridge 

9.4 

Overhead  powerline^  Montana  Power  Co. 

10.9 

County 

road  bridge 

12.3 

Gage  3780  nr.  ST.  IGNATIUS 

74.8 

2,790 

13.5 

U.S.  Hwy  93  bridge,  ST.  IGNATIUS 

14.2 

Coimty 

road  bridge 

14.9 

County 

road  bridge 

16.5 

County 

road  bridge 

16.6 

County 

road  bridge 

16.7 

Mission  Dam  (Mission  Reservoir) 

spillway 

3.406 

35-2  Ferry 

Basin  (R  bank,  4th  order) 

0.3 

County 

road  bridge 

36.5  Buffalo  Papidi 

3  Damsite  #4 

(normal  tailwater) 

8,075 

2,536 

41.51  Crow  C 

;reek  (L 

bank,  4th  order) 
road  bridge 

0.2 

County 

'.^ 

Gage  3770  at  Lozeau  Ran. 

139 

2,740 

^.41 

County 

road  bridge 

3.44 

Crow  Dam  (Lower  Crow  Reservoir) 

spillway 

2,877 

4.0 

Mud  Greek  (R  bank,  5th  order) 

TTk       County  road  brid 


ge 
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River 

^ils  Drainage      Water 

Location  Description  Area        Elev. 

i«iles  sq.  miles       ft. 

Mud  Creek  (Cont  'd) 

2.0   County  road  bridge 

2.6  County  road  bridge 
2.9   County  road  bridge 

3.7  Overhead  Poverline;,  Montana 
Power  Co, 

5  .  5   County  road  bridge 

7.0   County  road  bridge 

9.k       NPRR  bridge 
10.6   U.S.  Hwy  93  bridge 
5.8   Inlet  of  Lower  Crow  Reservoir 
6.0   Ccunty  road  bridge 
6.6   County  road  bridge 

7.0  Overhead  Powerline^  Montana 
Power  Co. 

7.1  County  road  bridge 

7.8  County  road  bridge 

8.5  NPRR  bridge  and  county  road  bridge 

10.7  U.S.  Hwy  93  bridge 

10.8  Gage  3760   near  RONAN  kS.l  3^010 
11.1  County  road  bridge 

11.5  Coionty  road  bridge 

12.1   Confluence  of  Middle  Fork  and  South 
Fork  to  form  Crow  Creek 
h-k.k     Street  bridge^  SLOAN 
^5-0  Little  Bitterroot  River  (R  bank^  ij-th  order) 

OTO   (At  confluence  with  Flathead  River)    606        2,559 
0.2   County  road  bridge 

8.9  County  road  bridge 
11.1  County  road  bridge 
11.^   County  road  bridge 

13 . 6  County  road  bridge 

18.7  County  road  bridge 

19-8   Big  Gulch  (R  bank,  5th  order) 

0.6   County  road  bridge 

1.5   County  road  bridge 

2 . 5    County  road  bridge 
21.3   County  road  bridge 
21.7   Oliver  Gulch  (L  bank,  5th  order) 

0.3    County  road  bridge 

1.8  County  road  bridge 
2.3    County  road  bridge 
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River 
Mile 
Location 
miles 


Description 
Little  Bitterroot  Kiver  (Cont'a) 


Drainage 
Area 
sq.  miles 


VJater 

Elev. 

ft. 


23. a  County  road  Lridge 

24.7  Willis  Creek  (R  bank,  5th  order) 

0,1  County  road  Dridge 

O.b   County  road  Dridge 

2.3  County  road  bridge 
2.b  County  road  Dridge 

?5.4  County  road  bridge 

2b, 7  Warm  Springs  Creek  (R  bank,  5th  order) 
2.0  County  road  bridge 

2.5  County  road  bridge 

2.6  Dry  Fork  (L  Dank) 

3.4  County  road  Dridge 
4.6   County  road  bridge 
5.6   Street  bridge,  CAMAS 
b.O   Street  Bridge,  CAMAS 

27.0  Garceau  Gulcti  (L  bank)  5th  order 
0.2  County  roaa  bridge 

0.4  County  road  bridge 
3»7   County  road  bridge 
27.4  County  road  bridge 

27.4  Overhead  powerline  230  kv 

27.5  County  road  Lridge 

23.5  County  road  Dridge 
23.7  County  road  bridge 
29,2  County  road  Dridge 

34.6  Sullivan  Creek  (L  Dank,  5tn  order) 

2.0  Rattlesnake  Gulcn  (L  Dank) 

3.2  County  road  oriage 

6.1  Sullivan  Gulcn  (L  bank) 

6.5  State  Hwy  7ii   Dridge 
6,9   County  road  bridge 

8.3  County  road  bridge 
8,5  County  road  Dridge 
9,9   County  road  Dridge 

11,0   Big  Draw  (L  bank) 
11,6  County  road  briage 
35.5  State  Hwy  28  bridge 

38.1  County  road  bridge 
43,1  County  road  bridge 

43.4  County  road  bridge.  Gage  3745  nr . 
NIARADA 


223 


2,800 
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River 
Mile 

Location 
miles 


7'-'- 
6^,. 


Description 


Little  Bitterroot  River  (Cont'd) 


Drainage 

Area 
sq.  miles 


Water 
Elev. 

ft. 


46.5 


1+6.8 
51.6 

53-9 
5^.3 

55-3 

55.4 
55.8 
57-9 
59  •  9 
Gh.b 
Gh.9 

65.9 
68.6 
68.9 
69.8 
70,2 
70.^, 


Co"unty  road  bridge 

Bassoo  Creek  (R  bank;  5tti  order) 

0.8   Mills"  Creek  (R  bank) 

1.5   County  road  bridge 

5.5   County  road  bridge 
County  road  gridge 
Little  Meadow  Creek  (L  bank;  5tii  order) 

1.1   County  road  bridge 

2.0  Brooks  Creek  (R  bank) 
Clear  Creek  (R  bank) 

Gage  3740  nr.  HUBBART  1 

Briggs  Creek  (R  bank.,  5th  order) 

1.1  Redmond  Creek  (R  bank) 
County  road  bridge 
Dam  (Hubbart  Resei'voir)  spillway 
Inlet  to  Hubbart  Reservoir 
Tamarack  Creek  (R  bank) 


34 


114 


3;  340 


3.219 


County  road  bridge 

County  road  bridge 

County  road  bridge 

Coionty  road  bridge 

County  road  bridge 

U.S .   liwy  2  bridge 

Cxage  3730  nr.  MRIAN 

Dam  (Little  Bitterroot  Lake) 

spillway 
Clay  Creek  (L  bank) 

l>naite  Clay  Creek  (R  bank;  4th  order) 
0.4   County  road  bridge 
1.0   Overhead  powerline;  Montana  Power 

2.3  County  road  bridge 

3.4  County  road  bridge 
4 . 6  County  road  bridge 
5.6  County  road  bridge 
0.8   County  road  bridge 

7.3  County  road  gridge 

7.4  Irving  Creek  (R  bank;  5^1  order) 

1.0  County  road  bridge 
2.0  County  road  bridge 
3.4   County  road  bridge 


31. 


31. 


3. J 
3,906 

2;  624 


Co. 
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River 
Mile 

Location 
miles 


Description 


Drainage 
Area 
sq,  miles 


Water 

Elev. 

ft. 


White  Clay  Creek  (Cont'd) 


7.5   County  road  bridge 

7,8   County  road  bridge 

B.l  County  road  oridge 

10.3   County  road  bridge 

65,1  County  road  bridge 

70.5   Overnead  powerline,  Montana  Power  Co, 

71,5   Streamgage,  US6S  #3720  Near  POLSON 

71.5  Overhead  powerline  BPA  115  kv 

72.0   Kerr  Dam  spillway 

76.5   U.S.  Hwy  93  bridge,  POLSON 

76.5   Outlet  of  Flatnead  Lake 

Moss  Creek  (flows  into  southeastern 

section  of  Flathead  Lake) 
1.0    State  Hwy  35  oridge. 

Hell  Roaring  Creek  (flows  into  south- 
eastern section  of  Flatnead  Lake) 

Skidoo  Creek  (flows  into  south- 
eastern section  of  Flathead  Lake) 
0.6    State  Hwy  35  bridge 

Station  Creek  (flows  into  south- 
eastern section  of  Flatnead  Lake) 
0,3   State  Hwy  35  Dridge 

Boulder  Creek  (flows  into  soutn- 

eastern  section  of  Flatnead  Lake) 
0,2    State  Hwy  35  bridge 

Blue  Bay  Creek  (flows  into  east- 
ern section  of  Flatnead  Lake) 
0.03   State  Hwy  35  bridge 

Yellow  Bay  Creek  (flows  into  eastern 

section  of  Flatnead  Lake 
0,1   State  Hwy  35  bridge 

Gunderson  Creek  (flows  into  eastern 

section  of  Flathead  Lake) 
0.2   State  Hwy  35  Dridge 

Bohannon  Creek  (flows  into  eastern 

section  of  Flathead  Lake) 
0,2   State  Hwy  35  Dridge 

Henry  Creek  (flows  into  eastern 

section  of  Flathead  Lake) 
0,2    State  Hwy  35  bridge 

No-See-Em  Creek  (flows  into  eastern 

section  of  Flathead  Lake) 
0,1   State  Hwy  35  Dridge 


7,096 


7,086 


2,b9B 
2,893 
2,893 
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River 

Mile                                               Drainage  Water 

Location  Description                  Area  Elev. 

miles                                            sq_.  miles  ft. 

Flathead  Lake  (Cont'd) 

Hovsley  Creek  (flows  into  eastern 

section  of  Flathead  Lake) 
0.2   State  Hwy  35  bridge 

Crane  Creek  (flows  into  eastern 

section  of  Flathead  Lake) 
0.1   State  Hwy  35  bridge 
Mauzey  Creek  (flows  into  north- 
eastern section  of  Flathead  Lake) 
0.1   State  Hwy  35  bridge 

Hunger  Creek  (flows  into  northeastern 

section  of  Flathead  Lake) 
0.1   State  Hwy  35  bridge 
Swan  River  (^th  order;  flows  into  north- 
eastern section  of  Flathead  Lake) 
0.0   Mouth  of  Swan  River  737  CE      2,893 
0-8   State  Hwy  35  bridge,  BIG  FORK 

1.5   Diversion  Dam  spillway  3^000 

2.9   County  road  bridge 
4.1   Carney  Creek  (L  bank,  ^fh   order) 

0.1   County  road  bridge 
Q.\       Wolf  Creek  (R  bank,  5th  order) 

0.01  County  road  bridge 
9.1   Bear  Creek  (R  bank,  5th  order) 

10.6  Peterson  Creek  (R  bank,  5'th  order) 

0.2   County  road  bridge 

11.1  Patterson  Creek  (R  bank,  5"th  order)  3^015 

0.2   County  road  bridge 

0.8   Meadow  Creek  (L  bank) 
13.4   County  road  bridge 

ih.Q       Streamgage,  USGS  #3700  67I        3;.065 

lk.2.       Johnson  Creek  (R  bank) 

X\.k       outlet  of  Swan  Lake  3;065 

22.9   Inlet  to  Swan  I^ke  3,070 

23.3   Yew  Creek  (L  bank) 
27.0   Gildart  Creek  (L  bank,  5th  order) 

0.7   Porcupine  Creek  (R  bank) 

29.2  Lost  Creek  (R  bank,  5th  order) 

1.2  Confluence  of  North  Fork  and 
South  Fork  to  form  Lost  Creek 

29.3  Swan  River  above  Lost  Creek  5^17 

30.7  Cilly  Creek  (R  bank,  5th  order) 

1.3  County  road  bridge 


19 


River 
Mile 

Location 

miles 


Description 


Drainage 

Area 
sq.  miles 


Water 

Elev. 

ft. 


Swan  Pdver  (Cont'd, 


31.2 

36.3 
36.6 

39-6 


39.9 


ij-0.0 
if  0.2 

^5.9 

hG.2 
1+8.8 


48.9 

49.5 
50. 7 


51.3 


Soup  Creek  (R  bank;,  5th  order) 
0.8   County  road  bridge 
h.Q       Wapa  Creek  (L  bank) 

5.0  County  road  bridge 
5-7   County  road  bridge 

Woodward  Creek  (L  bank^  '^th.   order) 

1.5   County  road  bridge 
Squaw  Creek  (R  bank,  5"tb.  order) 

1.3  County  road  bridge 
h,6       County  road  bridge 

Cedar  Creek  (L  bank^  5^11  order) 
0.5   County  road  bridge 

4.1  Fatty  Creek  (L  bank) 

10.1   Confluence  of  North  Fork  and 
South  Fork  to  form 
Cedar  Creek 
Goat  Creek  (R  bank,  Jth  order) 
0.4-   County  road  bridge 
0.8   Squeezer  Creek  (L  bank^ 
6.1   Scout  Creek  (L  bank) 

7.4  Bethel  Creek  (L  bank) 
Swan  River  above  Goat  Creek 
County  road  bridge 

County  road  bridge 

Lion  Creek  (R  bank_,  5th  order) 

1.5  County  road  bridge 
Piper  Creek  (L  bank;  5th  order) 

3.5   Moore  Creek  (R  bank) 
Meadow  Creek  (R  bank_,  5th  order) 

0.4   County  road  bridge 

0.9   County  road  bridge 
Jim  Creek  (L  bank,  5th  order) 

2.9  Pack  bridge 
County  road  bridge 
Dog  Creek  (R  bank,  5th  order) 

0.9   County  road  bridge 

1.9   Cat  Creek  (R  bank) 
Condom  Creek  (R  bank,  5th  order) 

0 . 5   County  road  bridge 

2.3   Falls  Creek  (L  bank) 

2.5   Simpson  Creek  (R  bank) 


398 
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River 
Mile 

Location 
miles 


Description 


Drainage 

Area 
sq.  miles 


Water 

Elev. 

ft. 


Swan  River  (cont'd) 


52.1 


5^.7 

5^.8 
56.3 


57-9 
58.2 


59.7 
61.2 


6^.8 


65.1 
66.5 


Cold  Creek  (L  bank;  ^th.   order' 
'  ''  (R  bank) 


5.1 


South  Fork 
Worth  Fork  (L  bank) 
^L  bank) 


Elk  Creek 

0.0   (At  confluence  with  Swan  River) 
Swan  River  above  Elk  Creek 
Glacier  Creek  (L  bank;,  5'bh  order) 


0.0 
k.l 
5.0 

9.5 
10.0 

13.1 
14.1 
II+.8 
15.6 

15.9 
16.1 


Glacier  Creek  at  mouth 
Windfall  Creek  (L  bank) 
Kraft  Creek  (L  bank) 


26.9 
202 

52.8 


Outlet  of  Notlimah  Lake 
Inlet  to  Notlimah  Lake 
Crazy  Horse  Creek  (L  bank) 
Outlet  of  Glacier  Lake 
Inlet  to  Glacier  Lake 
Outlet  of  Lagoon  Lace  Lake 
Inlet  to  Lagoon  Lace  Lake 
Outlet  of  Turquoise  Lake 
Cooney  Creek  (R  bank^  5'th  order) 
O.h       County  road  bridge 
3,1   County  road  bridge 
Rumble  Creek  (R  bank;  5"th  order) 
Q.k       County  road  bridge 
2.7   South  Fork  (L  bank) 
2.9   County  road  bridge 
Buck  Creek  (R  bank) 
Barber  Creek  (R  bank;  5'th  order) 
0.2   County  road  bridge 
2.5   Confluence  of  Worth  Fork  and 
South  Fork  to  form 
Barber  Creek 
Swan  River  below  Holland  Creek 
Holland  Creek  (R  bank;  5th  order) 


lO^l- 


"OTT 

1.7 
3.6 

3.7 

k.o 
5.9 

8.2 


County  road  bridge 
County  road  bridge 
County  road  bridge 
Owl  Creek  (L  bank) 


Outlet  of  Holland  Lake 
Inlet  to  Holland  Lake 
Outlet  of  Upper  Holland  Lake 

County  road  bridge 

County  road  bridge 
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River 

Mile                                               Drainage  Water 

Location  Description                  Area  Elev. 

miles                                            sg.  miles  ft. 

Swan  River  Cont'd) 

67.0   Beaver  Creek  (R  bank;  5th  order) 

1.4   Pierce  Creek  (R  bank) 
69.8   County  road  bridge 
70.5   Outlet  Lindbert  Lake 

Bierney  Creek  (flows  into  northwest 

section  of  Flathead  Lake) 

Stoner  Creek  (flows  into  northwest 

section  of  Flathead  Lake) 
0.1  County  road  bridge 
0.2  Coimty  road  bridge 
0.7  County  road  bridge 
l.k  County  road  bridge 
103,0  Inlet  to  Flathead  Lake  2,893 

106.0  Street  bridge,  HOLT 

107.5  Swims  Creek  (L  bank,  i^-th  order) 

0.8   County  road  bridge 
2.2   State  Hwy  35  bridge 

2.5  County  road  bridge 
108.0  Freeman  Slough  (R  bank) 

108.6  Rose  Creek  (L  bank,  4th  order) 

0.8  County  road  bridge 

1.6  County  road  bridge 
3.1  County  road  bridge 

4.7  County  road  bridge 

4.8  County  road  bridge 

6.1  County  road  bridge 

6.2  Cummings  Creek  (L  bank,  5'bh  order) 

1.2   State  Hwy  35  bridge 
7.6   State  Hwy  35  bridge 
8.8   County  road  bridge 
9.8   County  road  bridge 
11.0   County  road  bridge 

119.7  Ashley  Creek  (R  bank,  4th  order) 

2ad 

281         2,893 


0.0 

(At  confluence  with  Flathead 

River) 

1.9 

County  road  bridge 

6.9 

County  road  bridge 

10.2 

County  road  bridge 

10.7 

County  road  bridge 

11.2 

U.S.  Hwy  93  bridge 

11.8 

GNRR  bridge 

12.6 

Patrick  Creek  (R  bank,  5th  order 
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River 

Mile 

Location 

Description 

miles 

Patrick  Creek  (Cont'd) 

0.3   County  road  bridge 
0.8   County  road  bridge 
1.1   County  road  bridge 
1.6   County  road  bridge 
2.5   County  road  bridge 
3.0   County  road  bridge 
k.6       County  road  bridge 

15.6 

GNRR  bridge 

16.2 

County  road  bridge 

17.2 

County  road  bridge 

1 

18.9 

County  road  bridge 

19.3 

GNRR  bridge 

19.7 

GNRR  bridge 

21.1 

GNRR  bridge 

21.4 

GNRR  bridge 

22.6 

GNRR  bridge 

23. h 

County  road  bridge 

1 

23.6 

GNRR  bridge 

2if.6 

GNRR  bridge 

24.7 

U.S.  Hwy  2  bridge,  Gage  3675  nr. 
KAIISPI^.T, 

25.6 

County  road  bridge 

25-75 

U.  S.  Hwy  2  bridge 

25.84 

GNRR  bridge 

26.2 

County  road  bridge 

27.2 

Outlet  of  Smith  Lake 

29.^4- 

Inlet  to  Smith  Lake 

29-7 

County  road  bridge 

30.7 

Truman  Creek  (R  bank,  5'th  order) 
0.8   County  road  bridge 
1.2   County  road  bridge 

3.4  County  road  bridge 

3.5  Bales  Creek  (R  bank) 
k.3       County  road  bridge 

if. 5   Wild  Bill  Creek  (L  bank) 
6.0   Emmons  Creek  (R  bank) 
6.2   County  road  bridge 

31.2 

Mount  Creek  (R  bank,  5th  order) 
0.9   County  road  bridge 

1.2  County  road  bridge 

1.3  County  road  bridge 

-  23  - 

Drainage 

Area 
sq.  miles 


Water 

Elev. 

ft. 


201 


3A30 


River 
Mile 

Location 
mi'les 


Description 


Mount  Creek  (Cont'd) 


Drainage 

Area 
sq,  miles 


Water 

Elev. 

ft. 


2,5  County  road  bridge 
3.9  County  road  Dridge 
4-,l  County  road  bridge 
5.2  County  road  bridge 
11,9  County  road  bridge 
34,7  County  road  Dridge 

35.5  U.S.  Hwy  2  bridge 

37.6  Outlet  of  Lake  Monroe 
3b, 0   Inlet  to  Lake  Monroe 
38,1  County  road  bridge 

38.7  Outlet  of  Lone  Lake 
39,1  Inlet  to  Lone  Lake 
41.4  Gage  3670  near  KILA 
42.6  County  road  bridge 
42.9  Outlet  of  Ashley  Lake 

125.4  Stillwater  River  (R  bank,  4th  order) 

0,0   (At  confluence  with  Flathead  River) 
U.S.  Hwy  2  bridge 


2.3 
3,1 


Whitefish  River  (R  bank,  5th  order) 

0.0  (At  confluence  witn  Stillwater 

River) 

0.6  GNRR  bridge 

2.0  County  road  bridge 

3.0  Overh  ad  powerline  BPA  230  kv 

3'. 2  County  road  bridge 

6.0  County  road  Dridge 

8.3  County  road  bridge.  Gage 

3660  nr.  KALISPELL 

9,8  County  road  bridge 

12.4  County  road  Dridge 

15.5  County  road  bridge 
15.9  Steel  bridge,  WiilTEFISH 

16.6  U.S.  Hwy  93  bridge,  WHITEFISH 
16.8  GNRR  Dridge 

17.1  Outlet  of  "v/hitefish  Lake 

23.2  Inlet  to  Wnitefish  Lake 

23.3  County  road  bridge 
33.6  County  road  bridge 

34.4  Antice  Creek  (R  bank) 
37,4  West  Fork  (R  bank) 
37,6  County  road  bridge 

39,2  Outlet  of  Upper  Whitefish  Lake 


44,2 


645 


170 


3,850 


2,893 


170 


2,971 
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River 

Mile 

Location 
miles 


Description 
Stillwater  River  (Cont'd) 


Drainage 

Area 

sq,  miles 


K^ater 

Elev. 

ft. 


3 

3 

4 

1 

6 

6 

7 

1 

8 

1 

10 

.0 

10 

,1 

10 

.2 

11 

.8 

13 

.7 

15 

.6 

17 

.5 

21 

.7 

31 

.4 

32 

.6 

129.2 

130.7 

134,4 

138.2 

142.6 

143.01 

143.05 

143.  b 

146.4 

14B.7 


GNRR  bridge 

County  road  bridge 

County  road  bridge 

U.S.  Hwy  93  bridge 

Gage  3655  nr.  KALISPELL  338 

County  road  bridge 

Overhead  powerline  BPA  230  kv 

County  road  bridge 

County  road  bridge 

County  road  bridge,  Gage  3650  nr. 

WHITEFISH  325 

County  road  bridge 

Beaver  Creek  (R  bank,  5th  order) 

0,7  County  road  bridge 

1.4  County  road  bridge 

County  road  bridge 

County  road  bridge 

joogan  Creek  (R  bank,  5th  order) 

1,0  Good  Creek 

1.02  Gage  3645  nr ,  WhlTEFISH 

5,0+  Gage  3640  at  Tally  Lake, 

nr.  WHITEFISH 
7,5;t  Tally  Lake  outlet 
33,5   County  road  bridge 

35.8  Outlet  of  Lower  Stillwater  Lake 
37.4  Inlet  to  Lower  Stillwater  Lake 
38.2  County  road  bridge 

41.9  Outlet  of  Upper  Stillwater  Lake 
U.S.  Hwy  2  bridge 

McWennegar  Slougn  (L  bank) 

Lower  end  of  Goodrich  Bayou  (R  bank) 

Upper  end  of  Goodrich  Bayou  (R  bank) 

Overhead  powerline  BiPA  230  kv 

Stream  gage  USGS  #3630  at  COLUMBIA  FALLS   4,464 

State  Hwy  40  bridge 

Street  Dridge,  COLUMBIA  FALLS 

Overhead  powerline  BPA  2-230  kv 

Soutn  Fork  Flathead  River  ( ij  Dank,  4th  order) 

0.0   Mouth  1,670 

0.4   U.S.  Hwy  2  bridg-^ 

oand  Creek  (L  bank) 


2,950 


199 


ib3 


3,010 
3,340 


2,981 


3,022 


1.8 
3.0 
3.1 


Whelp  Creek  (R  DanK) 
Frank  Creek  (L  bank) 
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River 

liilQ  Drainage       Water 

Location  Description  Area        Llev . 

miles  sq.  miles        ft. 

South  Fork  Flathead  River  (Cont'd) 

Overnead  powerline  bPA  115  &  230  kv 

USGS  f/362b  near  COLUMBIA  FALjlS      l,b63         3,044 

Overnead  powerline  BPA  115  t  230  kv 

Aurora  Creek 

Overhead  powerline  BPA  230  kv 

Hungry  Horse  Dam  (Hungry  Morse 

Reservoir)  Spillway  1,654         3,560 

Alpna  Creek  (L  DanKj 

Mamie  Creek  (L  Dank) 

Hungry  Horse  Creek  (K  bank) 

Doris  Creek  (L  bank) 

Wounaed  Buck  Creek  (L  bank) 

Solander  Creek  (R  Dank) 

Fire  Creek  (R  banK) 

Lid  Creek  (L  bank) 


3. 

4 

3. 

5 

4. 

0 

4. 

4. 

4. 

5 

5 

2 

5 

3 

6 

2 

6 

8 

y 

0 

11 

7 

12 

.1 

12 

.7 

13 

.3 

13 

.9 

14 

.7 

16 

.2 

lb 

.8 

18 

.0 

18 

.4 

18 

.5 

21 

.6 

22 

.3 

23 

.2 

24 

.3 

24 

.7 

26 

.9 

27 

.1 

27 

.2 

27 

.8 

Argall  Creek  (L  bank) 

Elva  Creek  (L  bank) 

Riverside  Creek  (R  bank) 

Flossy  Creek  (L  bank) 

Clayton  Creek  (L  bank) 

Goldie  Creek  (L  bank) 

Murray  Creek  (R  bank) 

Deep  Creek  (R  bank) 

Knieff  Creek  (L  bank) 

Canyon  Creek  (R  bank) 

Felix  Creek  (R  bank) 

Emma  Creek  (L  bank) 

Pearl  Creek  (L  bank) 

Anna  Creek  (L  bank) 

Ben  Creek  (L  bank) 

Graves  cFeek  (L  bank) 

0.1   Gage  3615  nr.  Hungry  Horse 
(500  ft.  above  Hungry  Horse 

flow  line)  27.0       3,600 

27.9   County  road  bridge 
29.35  Paint  Creek  (R  bank) 
29.45  Betty  Creek  (R  bank) 
30.8   Logan  Creek  (R  bank) 

32.6  Wheeler  Creek  (L  Dank) 

33.4  Devils  Corkscrew  Creek  (R  bank) 
34.0  Hoke  Creek  (R  bank) 

34.5  Batiste  Creek  (R  bank) 

34.7  Heinrude  Creek  (L  bank) 
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River 

Mile                                             Drainage  Water 

Location.  Description                  Area  Ele7. 

miles                                            sq.  miles  ft. 

Soutli  Fork  Flathead  River  (Cont'd) 

36.6  Sullivan  Creek  (L  "bank)  71.3      3^T^0 

1.0   Gage  3610  near  Hungry 
Horse 
3T'2   Deadhorse  Creek  (R  bank) 

37.5  Brush  Creek  (R  bank) 
37.8   Clark  Creek  (L  bank) 
39.72  Peters  Creek  (R  bank) 
39.74  Peters  Creek  (R  bank) 
kO.6       Dry  Park  Creek  (R  bank) 
i^-5.5   Soldier  Creek  (L  bank) 
k-'^.d       Lover  Twin  Creek  (R  bank) 

0.5   Gage  3605  near  Hungry 

Horse  22.il-      3;630 

^^•3   Twin  Creek  (R  bank) 

0.1   Gage  3600  near  Hungry 

Horse  47.0      3;.6lO 

46.8  Tin  Creek  (L  bank) 

50.0  County  road  bridge 

52.7  Spotted  Bear  Pdver  (R  bank) 

0.3   Gage  3595  near  Hungry 

Horse  l84        3,690 

52.9  Stream  gage  USGS  #3590  at  Spotted 

Bear  Ranger  Station  958        3,662 

53.3   Bruce  Creek  (L  bank^ 

56.6  Larch  Creek  (L  bank) 

57.3  Camp  Creek  (R  bank) 

60.1  Cedar  Creek  (L  bank) 

61.5  Harrison  Creek  (R  bank) 

63.1  Meadov  Creek  (R  bank) 

63.4  Gorge  Creek  (L  bank) 
67.3   Mid  CreekTR  bank) 

68.6  Picture  Creek  (L  bank) 

70.6  Slick  Creek  (L  bank) 

70.8  Black  Bear  Creek  (R  bank) 
72.3   Hodag  Creek  (R  bank) 

74.2  Hungry  Creek  (L  bank) 
75,0   Snow  Creek  (L  bank) 

75.2  Helen  Creek  (R  bank) 

79.3  Damnation  Greek  (R  bank) 

79 . 7  Levis  Creek  (R  bank ) 

80.8  Little  Salmon  Creek  (L  bank) 


River 

Mile                                               Drainage  Water 

Location  Description                  Area  Elev. 

miles                                            sq..  miles  ftT 

South.  Fork  Flathead  River  (Cont'd) 


82.9 

Big  Salmon  Creek  (L  bank) 

81+. 9 

Phil  Creek  (R  bank) 

86.5 

Pine  Creek  (R  bank) 

88.0 

White  River  (R  bank) 
0.0   White  River  at  mouth 

90.2 

88.6 

Holbrook  Creek  (L  bank) 

90.1 

Scarface  Creek  (L  bank) 

92.5 

Burnt  Creek  (L  bank) 

95.^ 

Bartlett  Creek  (L  bank) 

97.2 

Lime  Creek  (R  bank) 

97.6 

Sandstone  Creek  (R  bank) 

98.0 

Limestone  Creek  (R  bank) 

99.0 

Browns tone  Creek  (R  bank) 

100.3 

Gordon  Creek  (L  bank) 

10i+.6 

Confluence  of  Danaher  Creek  and 
Youngs  Creek  to  form  South  Fork 
Flathead  River 

151.2 

Abbot 

Creek  (L  bank) 

152.5 

Coram 

Damsite  (normal  tailwater) 

2,780 

3.032 

152.6 

GWRR  bridge 

158.3 

Middle 

;  Fork  Flathead  River  (L  bank, 

if  til  order) 

0.0 

County  road  bridge 

3,097 

3.8 

Stream  gage  USGS  #3585 

1,128 

3A33 

4.6 

McDonald  Creek  (R  bank) 

0.0   McDonald  Creek  at  mouth 

175 

3A50 

6.0 

Going  to  the  Sun  Hwy  bridge, 
BELTON 

6.5 

Gage  3575  at  BELTON 

9^3 

3A70 

6.7 

Street  bridge,  BELTON 

10.3 

Kootenai  Creek  (L  bank) 

11.4 

Ousel  Creek  (L  bank) 

11.6 

Lincoln  Creek  (R  bank) 

13.5 

Harrison  Creek  (R  bank) 

17.7 

Nyack  Creek  (R  bank) 

19.1 

U.S.  NPS  cable 

19.9 

Rescue  Creek  (L  bank) 

20.2 

Wahoo  Creek  (L  bank) 

22.0 

Cascadilla  Creek  (L  bank) 

22.7 

Crystal  Creek  (L  bank) 

28  - 


River 

Mile  Drainage      Water 

Location  Description  Area        Elev. 

miles  sq.  miles       ft. 

lilddle  Fork  Flathead  River  (Cont'd) 

23. ^  Coal  Creek  (R  bank) 

25.1  Stanton  Creek  (L  banli) 

27-9  Disbro¥  Creek  (L  bank) 

28.1  Tunnel  Creek  (L  bank) 
29. '^  Long  Creek  (L  bank) 
29.6  Pinnacle  Creek  (L  bank) 

30.6  Muir  Creek  (R  bank) 

32.2  U.S.  WPS  cable 

32.9  Paola  Creek  (L  bank) 

36.3  Park  Creek  (R  bani) 

0.0   Park  Creek  near  ESSEX  39. Ij- 

36.9  Dickey  Creek  (L  bank) 

39-3  Ole  Creek~(R  bank) 

39 -5  Essex  Creek  (L  bank) 

0.0   Essex  Creek  at  ESSEX  10. 5 

39.9  U.S.  Hvy  2  bridge,  ESSEX 

^0.0  Stream  gage,  USGS  #3570  510        3^728 

kO.3  Tank  Creek  (L  bank) 

1+0.8  McDonald  Creek  (L  bank) 

i^-2.0  Sheep  Creek  (L  bank) 

^3 '8  Java  Creek  (L  bank) 

1+3.9  GNPvR  bridge  I+89 

kk.k  Bear  Creek  (R  bank) 

45. i+  Edna  Creek  (R  bank) 

14-6.87  Spruce  Creek  (R  bank) 

1+6.90  Elk  Creek~XL  bank) 

50.0  Spruce  Park  Damsite  (normal 

tailwater)  I+08        ll-,025 

50.1  Stream  gage,  USGS  #3557  near  ESSEX    I+08        ^,070 
50.3  Overhead  cable 

51.0  Charlie  Creek  (L  bank) 

51.7  Long  Creek  (L  bank) 

52.7  Vinegar  Creek  (R  bank) 
5I+.I+  Lunch  Creek  (R  bank) 
55.5  Cy  Creek  Xl  bank) 
56.5  Cabin  Creek  (R  bank) 

57 A  Twenty-five  Mile  Creek  (R  bank) 

58.9  Castle  Creek  (L  bank) 

60.8  Granite  Creek  (R  bank) 

60.9  Middle  Fork  Flathead  above  Granite 
Creek  296 

-  29  - 


River 
Mile 

Location 
miles 


I59A 

162.1 
163.6 

166.0 

171.1 

iT3.il- 
176.6 

176.8 
182.4 
182.5 
185. 3 
189.4 
191.8 
191.8 

195-1 
196.4 
198.2 

199.3 
200.3 
202.2 
202.9 
207.2 


Description 


Middle  Fork  Flathead  River  (Cont'd) 

63.2   Dryad  Creek  (L  tank) 

63.6  Bradley  Creek  (L  bank) 

64.0  Lake  Creek  (L  bank) 

65 . 9   Morrison  Creek  ( R  bank ) 

69.7  Porter  Creek  (L  bank) 

71.2  S chafer  Creek  (L  bank) 
75 "6  Surprise  Creek  (R  bank) 

76.1  Calbrick  Creek  (R  bank) 

77.8  Cox  Creek  (R  bank) 

80.5  Pale  Creek  (L  bank) 

81.8  Winter  Creek  (R  bank) 
82.7  S-witchback  Creek  (R  bank) 

85.6  Clack  Creek  (L  bank) 

87.3  Eovl  Creek  (L  bank) 

90.9  Grimsley  Creek  (R  bank) 

91.0   Confluence  of  Strawberry  Creek  and 
Trail  Creek  to  form  Middle  Fork 
Flathead  River 

Stream  gagC;,  USGS  #3555  (old)  nr.  Columbia 

Falls 

Gage  3555  (nav)  nr.  Columbia  Falls 

Canyon  Creek  (R  bank) 

Smoky  Range  Damsite  (normal  tailwater) 

Deep  Creek  (R  bank) 

Big  Creek  (R  bank) 

Camas  Creek  (L  bank) 

Anaconda  Creek  (L  bank) 

Logging  Creek  (L  bank) 

Coal  Creek  (R  bank) 

Quartz  Creek  (L  bank) 

Spruce  Creek  (R  bank) 

Street  bridge,  POLE  BRIDGE 

Bowman  Creek  (L  bank) 

Red  Meadow  Creek  (R  bank) 

Hawk  Creek  (R  bank) 

Moose  Creek  (R  bank) 

Whale  Creek  (R  bank) 

Mud  Creek  (L  bank) 

Fork  Creek  (L  bank) 

Tepee  Creek  (R  bank) 

Kintla  Creek  (L  banli) 


Drainage 

Area 
sq.  miles 


Water 

Elev. 

ft. 


1.553 
1.548 

1.512 


3.112 
3.150 
3.170 
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River 

Mile                                               Drainage  Water 

Location  Description                  Area  Elev. 

miles                                            sq.  miles  ttT 

Flathead  River  (Cont'd) 

208.3  Trail  Creek  (R  bank) 

209.4  Starvation  Creek  (L  bank) 

211.1  Kishenehn  Creek  (L  bank) 
212.8   Spruce  Creek  (L  bank) 
215.0   Sage  Creek  (L  bank) 

1.1   U.S.  Canada  Boundary  3^972 

5.65  Wettie  Creek  (L  bank) 
18.00  Sunklst  Brook  (R  bank) 
l8.I(-5  Ruby  Creek  (L  bank) 

20.95  Flanders  Creek  (L  bank)  4,7^7 

21.50  Roche  Creek  (R  bank) 
215.8   Colts  Creek  (R  bank) 
216.6   U.S.  Canada  Boundary 

216.8   International  gaging  station^  W.R.B.       I1-50        3;978 
Sta.  #8  NP-1  and  U.S .G.S. #12-3550  at 
FLATHEAD 
216.85  Road  bridge 
220.8   Couldrey  Creek  (R  bank) 

221.0   Road  bridge  h-,O^T 

225.55  Howell  Creek  (R  bank) 

0.60  Road  bridge  4^87 

1.55  Cabin  Creek  (R  bank) 
6.30  Leslie  Creek  (R  bank) 
230.65   Commerce  Creek  (L  bank) 
236.60  Middlepass  Creek  (L  bank)  4,355 

243.2  Harvey  Creek  (R  bank)  4,495 
243.4   Cate  CreeFXL  bank) 

246.35  Shepp  Creek  (R  bank) 

247.35  Fackhorse  Creek  (L  bank) 

249.15  St.  Eloi  Brook  (L  bank) 

250,10  Pollock  Creek  (L  bank)  4,707 

250.10  Road  bridge  4,707 

254.45  Plncher  Creek  (L  bank) 

255.70  Squav  Creek 

257.65  McLatchie  Creek  (R  bank) 

261.10  Foise  Creek  (R  bank) 

263.80  McEvoy  Creek  (L  bank) 
245.6   U.  S.  Hwy  lOA  bridge 
247.8   Sheep  Creek  (L  bank) 
248.4   Wallace  Creek  (R  bank) 
249.3   Siegel  Creek  (R  bank) 
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River 

Mile                                               Drai'nage  Water 

Location  Description                  Area  Elev 

miles                                            sq.  miles  ft. 

Clark  Fork  (Cont'd) 

250.6  Cascade  Creek  (R  bank) 

251.0  Qulnn  Springs  Damsite  (normal  tallwater)        10^828        2^510 

251. 7  Muchwater  Creek  (R  bank) 

252.6  Fall-  Creek  (R  bank) 
253"1   Fourteenmile  Creek  (L  bank) 
25^.0   WPPiR  bridge 

255.5  NPRR  bridge 

257.1  Patrick  Creek  (L  bank) 
257.9  Dunns  Draw~TL  bank) 
258.1  Sesame  Creek  (L  bank) 

258.7  NPRR  bridge 

262.7  Sevenmile  Creek  (L  bank) 

265.9  Tamarack  Creek  (L  bank) 

266.6  Butler  Gulch  (L  bank) 
268.5  Mill  CreeiTTR  bank) 

270.3   Stream  gage,  USGS  #35^5  at  ST„  P^GIS  10,709        2;6o6 

270.7  St.  Regis  River  (L  bank,  3rd  order)  2;6o8 

0.1    NPPJ^  bridge  36I|- 

0.3    U.S.  Hwy  lOA  bridge 

1.6  Little  Joe  Creek  (R  bank) 

1.72  Stream  gage,  USGS  #35-^0  near  ST..  REGIS     303         2,6i^-7 

1.72  County  road  bridge 

4.19  County  road  bridge 

J+.20  Twomile  Creek  (R  bank) 

7.7  Ward  Creek  (R  bank) 

12.4  Henderson  Creek  (R  bank) 

12.5  Twelvemile  Creek  (L  bank) 
13.3    CMSTP&P  RR  bridge 

15.3    Mayo  Creek  (R  bank) 

16.1  West  Twin  Creek  (L  bank) 

16.7  Deer  Creek  (R  bank) 

17.2  CMSTP&P  RR  Bridge 

17.8  McGee  Creek  (R  bank) 
18.0    Big  Creek T^  bank) 

18.3  Savenac  Creek  (L  bank) 

18.9  Street  bridge,  HAUGAW 
19.5  Timber  Creek  (L  bank) 
20.5    KPPtR  bridge 

21.7    McManus  Creek  (L  bank) 

2if.69        NPPlR  bridge 

2^4-. 69   Silver  Creek  (R  bank) 
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River 
Mile 

Location 
miles 


Description 


Drainage      Water 

Area        Elev. 

sq_.  miles 


ft. 


St.  Regis  River  (Cont'd) 


Zk.9 
27.^ 
27.6 
27.8 
28.8 
29.0 
29.5 
32.9 
3^.0 
3^.8 
U.S. 


Parker  Creek  (L  bank) 

NPRR  bridge 

NPRR  bridge 

NPRR  bridge 

Dominion  Creek  (R  bank) 


Randolph  Creek  (L  bank) 
Rainy  Creek  (R  bank) 
Brimstone  Creek  (L  bank) 
NPRR  bridge 
Copper  Gulch  (R  bank) 
270.8   U.S.  Hwy  lOA  bridge 

271.0  CMSIP&P  RR  bridge 

273.1  Cold  Creek  (L  bank) 
279-6   Keystone  Creek  (R  bank) 
280,3   Dry  Creek  (L  bank) 

281.0  Superior  Damsite  (normal  tailwater) 

281.1  Pardee  Creek  (R  bank) 
283. i+   Thompson  Creek  (L  bank) 
2&^.k-'~(     County  road  bridge 
2Qk.kQ     Flat  Creek  (R  bank) 
286.3   Johnson  Creek  (R  bank) 
286.6   Cedar  Creek  (L  bank) 

289.6  Trout  Creek  (L  bank) 

292.8  First  Creek  (R  bank) 
293.^   Second  Creek  (R  bank) 

293.7  Street  bridge^  COBDEW 
29^.6   Deep  Creek  (R  bank) 

296.1  Sionrise  Creek  (L  bank) 
296.5   Cayuse  Creek  (R  bank) 

298.9  demote  Creek  (R  bank) 
299-0   County  road  bridge 

299.2  Meadow  Creek  (L  bank) 
300.7   Quartz  Creek  (L  bank) 

301.0   Quartz  Creek  Damsite  (normal  tailwater) 
301.7   Gage  3535  at  TAPJaO 

302.5  McGinty  Gulch  (L  bank) 
30^1-. 2   Rock  Creek  (L  bank) 
305.0   Fish  Creek  (L  bank) 

0.0    Fish  Creek  at  mouth 

307.6  U.S.  Hwy  10  bridge  and  CMSTP&P  KR  bridge 
309.6   Freezeout  Gulch  (R  bank) 


2,660 


9.883 
9,882 


258 


2,765 
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River 

Mile                                               Drainage  Water 

Location  Description                  Area  Elev. 

miles                                            sq.  miles  ftT 

Clark  Fork  Cont'd) 

309.9  Dry  Gulch  (R  bank) 

311.7  Moose  Creek  (R  bank) 

311.77  CMSIP&P  RR  bridge 

311.80  U.S.  Hwy  lOA  bridge 

313-6  Plateau  Damsite  (normal  tailwater)  9j>558        2^905 

315.^  Nigger  Creek  (R  bank) 

315.9  Adams  Creek  (R  bank) 

319.7  Petty  Creek  (L  bank) 

319.8  Street  bridge,  LOaZHEOP 

320.0  Stream  gage,  USGS  #3533  near  ALBERTOW  9,272        2,9^4-9 

323.1  Eddy  Creek  (R  bank) 

325.1  Ninemile  Creek  (R  bank) 

0.0    Hinemile  Creek  at  moutli  iB^i- 

326.8   Tank  Creek  (L  bank) 
327.5   French  Creek  (L  bank) 

328.2  Sixmile  Creek  (R  bank) 

329.7  NPRR  bridge 

329.8  Corral  Creek  (L  bank) 
330. ij-  Roman  Creek  (R  bank) 
33^-1  Mill  Creek  (R  bank) 
3^1.^  Deep  Creek  (L  bank) 

3^9.5   Stream  gage  USGS  #3530  below  MISSOULA  9,003         3,090 

350.5   Bitterroot  River  (L  bank,  3rd  order) 

0.0    (At  confluence  with  Clark  Fork)  2,851 

0.k         County  road  bridge 

O'.S    0  'Brien  Creek  (L  bank) 

kA  NPRR  bridge,  Gage  3525  near  MISSOULA     2,8l2        3,120 

5.6  U.S.  Hwy  93  bridge 

6.6  Hayes  Creek  (L  bank) 

7.2  Miller  Creek  (R  bank) 

11.5  Street  bridge,  LOLO 

11.8  Lolo  Creek  (L  bank) 

k.O       Gage  3520  above  Sleeman  Cr.         250 

13.5  Davis  Creek  (R  bank) 

13.9  County  road  bridge 
16.2  Carlton  Creek  (L  bank) 
18.9  Woodchuck  Creek  (R  bank) 
22.55  County  road  bridge 
22.6k  Eightmlle  Creek  (R  bank) 
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River 

Mile                                             Dirainage  Water 

Location  Description                  Area  Elev. 

miles                                            sq.  miles  ft. 

Bitterroot  River  (Cont'd) 

2k.  6  Stream  gage  USGS  #3512  near  FLORENCE     2,35^4-        3^200 

26.1  Ambrose  Creek  (R  "bank) 

28.1  Bass  Creek  (L  bank) 

29.2  County  road  bridge 

31.8    Burnt  Fork  Creek  (R  bank) 

10.0   Gage  3510  near  STEVENS VILLE         T^+.O       ^^270 

32.0  Street  bridge,  SIEVENS VILLE 

32.1  Kootenai  Creek  (L  bank) 

3.5'       Gage  3505  near  STEVENS VTLLE  28.9  3,T80 

32.4  Mill  Creek   (L  bank) 

32.5  McCallo   Creek   (L  bank) 
35-^  County  road  bridge 

36.3  Big  Creek  (L  bank) 

38.0  Coionty  road  bridge 

39-0  Sweattiouse  Creek   (L  bank) 

40.3  County  road  bridge 

1+1,2  Bear  Creek   (L  bank) 

k.O       Gage   3500  near  VICTOR  26.8  3,770 

kk.O  County  road  bridge 

kS.k         Mill  Creek   (L  bank) 
1+8.7  County  road  bridge 

k9.k         Stream  gage  USGS  #3^+82  near  CORVALLIS  1,711  3,1+20 

50.7         Blodgett  Creek   (L  bank) 

I+.5        Gage  31+75  near  CORVALLK  26.1+  l+,050 

51.5  NPRR  bridge 

53.3  U.S.Hwy  93  bridge 

5I+.2  Canyon  Creek   (L  bank) 

5I+.6  Savtooth  Creek   (L  bank) 

55.1  Rouring  Lion  Creek   (L  bank) 

55.6  Skalkaho   Creek   (R~bank) 

12.0        Gage   3I+65   near  HAMILTON  87.8  l+,l+90 

57.7  NPRR  bridge  l,l+ll+ 
58,3          U.S.   Hwy  93  bridge,   Gage  3I+6O  near 

GRANISDALE  1,1+11+  3,570 

58.8  Judd  Creek  (L  bank) 

60.1+  Sleeping  Child  Creek  (R  bank) 

61.3  Camas  Creek  (L  bank) 

61+. 0  Hays  Creek  (L  bank) 

61+. 8  Lost  Horse  Creek  (L  bank) 
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River 
Mile 

Location  Description 

miles 


Bltterroot  River  (Cont'd) 


/ 

Drainage 

Water 

Area 

Elev. 
ft. 

sq.  miles 

55.^ 

1^,070 

65.^-1-    County  road  bridge 
66.2    Harlan  Creek  (R  bank) 
66.9    Lick  Creek  (L  bank) 

67. 7  Street  bridge^  COMO 
68. J+    Rock  Creek  (L  bank) 

3.0   Gage  31^-50  near  DARBY 

69.1  Jerry  G-ulch  (R  bank) 

70.2  Waddel  Creek  (L  bank) 

72.1  Eimkhouse  Creek  (L  bank) 

72.8  Burk  Creek  (R  bank) 
73.6    U.S.  Ewy   93.  DARBY 
7^.^    Tin  Cup  Creek  (L  bank) 

75.2  McCay  Creek  (L  bank) 

77.24  Stream  gage,  USGS  #3^0  near  DARBY       l,0k-9  3,9i^-5 

77.25  U.S.  Hwy  93  bridge 
77.5    Chaffin  Creek  (L  bank) 

78.1  Rye  Creek "TlTbank) 

80.2  Confluence  East  Fork  Bitterroot  River 
and  West  Fork  Bitterroot  River  to  form 
Bitterroot  River 

80.2    East  Fork  Bitterroot  River  (4th  order) 
0.1   County  road  bridge 
0.2   Whitselt  Creek  (R  bank) 

0.5   Gage  3435  at  COMIER  I+05        4,016 

1.55  Robbins  Gulch  (R  bank) 
1.57  County  road  bridge 
3.0   Dickson  Creek  (L  bank) 

3 . 5  Medicine  Tree  Creek  ( R  bank ) 

5-0   Stream  gage  USGS  #3^34  near  COMER  38I        4,195 
6.7   U.S.  Hwy  93  bridge 
7.0   Moon  Creek  (L  bank) 

7.6  Elk  Gulch  (R  bank) 

9.10  Warm  Spring  Creek  (L  bank) 

9.10  Spring  Gulch  (R  bank) 

9.4   U.S.  Hwy  93  bridge 
11.0   Maynard  Creek  (L  bank) 
11.98  U.S.  Hwy  93  bridge 
12.00  Cameron  Creek  (R  bank) 
12.5   Camp  Creek  (L  bank) 
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River 

Mile  Drainage      Water 

Location  Description  Area        Elev. 

miles  sq..  miles       ftT 

East  Fork  Bitterroot  River  (Cont'd) 

12.9  County  road  bridge 

14.3  Reime  Creek  (L  "bank) 

16.20  Tolan  Creek  (L  bank) 

16.20  Bimch  Gulch  (R  bank) 

17-8  Mink  Creek  (L  bank) 

19-3  Springer  Creek  (L  bank) 

20,8  Guide  Creek  (R  bank) 

21.5  Jennings  Camp  Creek  (R  bank) 
2k. 1'^  Bertie  Lord  Creek~X"R  'bank) 
21+. 25  Meadow  Creek  (L  bank) 

25.0  Tepee  Creek  (R  bank) 

26.2  County  road  bridge 
27.0  Moose  Creek  (R  bank) 

27.3  County  road  bridge 

27.6  KTeedle  Creek  (R  bank) 
29.50  Orphan  Creek  (L  bank) 
29.50  Ness  CreeiTTR  bank) 
30. if  Cub  Creek  (R  bank) 

30.7  CaiTDlne  Creek  (L  bank) 

32.2  Clifford  Creek  (R  bank) 
33 •!  Buck  Creek  (L  bank) 

3k. 6  Star  Creek  (R  bank) 

36.35  Alpine  Creek  (L  bank) 

36. kO  Park  CreeFTL  bank) 
80.2    West  Fork  Bitterroot  River  ()+th  order) 

1.0  County  road  bridge 

3.7  Gage  3i^-30  near  DARBY  552        i^-,120 

4.2  Trapper  Creek  (L  bank) 

5.8  County  road  bridge 
6.i<-5  Baker  Creek  (L  bank) 
6.45  Flquett  Creek  (R  bank) 

8.3  Chrlstisen  Creek  (L  bank) 
9.2  Lavene  Creek  (L~bank) 

11.0  Boulder  Creek  (L  bank) 

12.0  Svamp~C"reek  (l  bank) 

12.8  Nez  Perce  Fork(L  bank) 

13.3  County  road  bridge 

13 '8  Beavertail  Creek  (R  bank) 

16.1+  Ditch  Creek  (R  bank) 

19.2  Stream  gage,  USGS  #3^25  317         4;560 
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River 

Mile  Drainage  Water 

Location  Description  Area  Elev. 

miles  sq.  miles        ft. 

West  Fork  Bitterroot  River  (Cont'd) 

19,8  West  Fork  Dam  (Painted  Rocks 

Lake)  Spillway  H,72b 

350.9  Grant  Creek  (R  Dank) 
35H.4  CMSTP&P  RR  bridge 

355.6  County  road  bridge 
357. Q   NPRR  bridge 

357.1  Gage  3415  at  MISSOULA  b,Ub4         3,lbb 

357.7  U.S.  Hwy  93,  MISSOULA  6,084 

358.2  Rattlesnake  Creek  (R  bank) 

0.5    Gage  3410  at  MISSOULA  79.7       3,220 

358.3  County  road  Driage 
361.2   NPRR  Uridge 

361.6  Stream  gage,  USGS  j^3405  aoove  MISSOULA  5,999         3,230 
362.5  Marsnall  Creek-  (R  t>ank) 

362.7  Overnead  power line  BPA  230  kv 
364.2  NPRR  bridge 

364.4  Mint  own  Dam  3,260 

364.5  Blackfoot  River  (R  bank,  3rd  order)  3,260 

0.0  (At  confluence  witn  Clark  Fork)  2,316 

0.2  NPRR  bridge 

0.3  NPRR  Dridge 

0.4  U.S.  Hwy  10  bridge,  MILLTOWN 

1.4  CMSTPSP  RR  Driage 

2.9  Johnson  Gulcn  (R  bank) 

3.2  State  Hwy  20  Driage 

4.0  State  Hwy  20  bridge 

4.9  La  Fray  Creek  (L  tiank) 

5.8  St.  Lawrence  Creek  (L  bank) 

6 .2  State  Hwy  bridge  20 
6,6  Wishard  Gulch  (R  bank) 

7.3  Stream  gage,  USGS  if 3400  near  BOWNER       2,290         3,347 
10.0   West  Twin  Creek  (R  bank) 

10.3  East  Twin  Creek  (R  bank) 

11.8  Bear  Creek  (L  bank) 

12.29  State  Hwy  20  bridge 

12.32  Union  Creek  (L  bank) 

13.0  Gold  Creek  (R  bank) 

13.5  McNamara  Damsite  (Normal  tailwater)  3,417 

21.2  Belmont  Creek  (R  bank) 

21.3  Stream  gage,  USGS  ff3398  near  POTOMAC      2,04b         3,536 
22.0  Ninemile  Prairie  Damsite  (normal  tail- 
water  2,044         3,534 
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River 

Mile                                             Drainage  Water 

Location  Description                  Area  Elev. 

miles                           ~~                sq.  miles  ft. 

Blackfoot  River  (Cont'd) 

26.1    CMSIP&P  RR  bridge 

27-3    County  road  bridge 

27.9    Elk  Creek  (L  bank) 

32.3    Fish  Creek  (L  bank) 

33 '8    Clearwater  River  (R  bank^  kth   order) 

0.0   (At  confluence  witli  Black- 
foot  River)  3;.7^0 

0.1   Gage  3395  at  CLEARWATER  39I        3,760 

3.0   CMBIP&P  RR  bridge 

k.6       Outlet  of  Blanchard  Lake 

^.7   Inlet  to  Blanchard  Lake 

6.2   Lost  Horse  Creek  (R  bank) 

6.6       Outlet  of  Elbow  Lake 

8.2   Inlet  to  Elbow  Lake 

9.8  Outlet  of  Salmon  Lake 

33.8    State  Hwy  20  bridge  1^550 

36.5    Bear  Creek  (L  bank) 

^1.6    Cottonwood  Creek  (R  bank) 

k2.k         Chamberlain  Creek  (L  bank) 

kk.O         County  road  bridge 

kk-.2         Monture  Creek  (R  bank) 

0.0   Monture  Creek  at  mouth  l^k  3^920 

kk.k         Stream  gage^  USGS  #3385  near  OYANDO      1,27^        3^920 
^8.2    Warren  Creek  (R  bank) 
51.8    Worth  Eork~TR  bank) 

0.0   (At  confluence  with  Blackfoot 

River)  3II 

12.0   Gage  338O  near  OVANDO  228 

56.8  Frazier  Creek  (L  bank) 

56.9  County  road  bridge 
58.1    County  road  bridge 
62.5    Youmame  Creek  (L  bank) 
63.0    County  road  bridge 

6k-.k         Nevada  Creek  (L  bank^  ^i-th  order)  ■^^236 

0.9   Melllwaine  Creek  (L  bank) 

2.9  Cottonwood  Creek  (L  bahk) 
k . 6   Spring  Creek  (R~bank ) 
9.2   County  road  bridge 

13.7   Hall  Creek  (L  bank) 
17.2   Deer  Creek  (R  bank) 
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River 
Mile 

Location 
miles 


Description 


Drainage 
Area 


sq. 


miles 


Water 

Elev. 

ft. 


Nevada  Creek  (Cont'd) 


57.8 
75.4 

79.9 
92.9 
91+. 2 
94,6 


18.8  Chicken  Creek  (R  bank) 

19,2  County  road  bridge 

20.7   Indian  Creek  (L  bank) 

County  road  bridge 

County  road  oridge,  Gage  3350  near 

HELMVILLE 

Arrastre  Creek  (R  bank) 

Sauerkraut  Creek  (L  bank) 

Willow  Creek  (L  bank ) 


481 


4,304 


Lincoln  Creek  (R  bank) 
365.2   CMSTP&P  RR  bridge 

372.1  Overhead  powerline  BPA  230  kv 

372.2  CMSTP&P  RR  bridge 

374.8  Martinez  Creek  (L  bank) 

378.9  Schwartz  Creek  (L  bank) 
381,2  Moe  Gulch  (L  bank) 

381.7  Clark  Fork  below  Rock  Creek 

381.8  Rock  Creek  (L  bank,  3rd  order) 

0,0  (At  confluence  with  Clark  Fork) 
2,1  Kitchen  Creek  (R  bank) 
2,4 
4,0 
5.2 
6.1 
9.3 
9.4 
9.5 
11.2 


3,659 


3,549 
885 


3,513 


County  road  bridge 

Gilbert  Creek  (L  bank) 

Spring  Creek  (R  bank) 

Soloman  Creek  (L  bank) 

Brewster  Creek  (R  bank) 

Sawmill  Creek  (L  bank) 

Cable  Crossing 

Gage  3345  below  Ranch  Creek  near 

QUIGLEY 
11.5   Ranch  Creek  (R  bank) 

0.3   Gage  3340  near  QUIGLEY 
13.10   Bobcat  Creek  (R  bank) 
13.90  Welcome  Creek  (L  bank) 
14.5   Dallas  Creek  (R  bank) 
16.5   Waho  Gulch  (R  bank) 
16 . 9    Pawnee  Gulch  ( L  bank 

18.5  Cinnamon  Bear  Creek  (L  bank) 
18.9   Butte  Cabin  Creek  (R  bank) 
20.0   Howell  Creek  (R  bank) 

20.6  Wahlquist  Creek  (L  bank) 
23.4   Alder  Creek  (,L  bank) 


794 
42.7 


3,900 
3,930 
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1 
i 

River 

Mile 

Drainage 

Location 
miles 

Description 

Area 

sq_.  miles 

Rock  Creek  (Cont'd) 

25.0 

Cougar  Creek  (R  bank) 

26.2 

Little  Hogback  Creek  (R  bank) 

27.5 

Hutsinpilar  Creek  (L  bank) 

28.1 

Eagle  Creek  (L  bank) 

30.2 

Big  Springs  Creek  (L  bank) 

30.6 

Hogback  Creek  (R  bank) 

32.2 

Wyman  Creek  (L  bank) 

33.2 

Williams  Creek  (L  bank) 

37.1 

County  road  bridge 

38.^ 

Stony  Creek  (L  bank) 

k2.k 

Wlllo¥  Creek 

h-3.2 

County  road  bridge 

1+30 

45.2 

Sluice  Gulek  (R  bank) 

47.8 

jto.telope  Creek  (R  bank) 

1+9.0 

State  Hwy  38  bridge 

51.3 

County  road  bridge 

51.^ 

Confluence  of  East  Fork  and  West  Fork 
to  form  Rock  Creek 

51. l^ 

West  Fork  (ij-tla  order) 
0.1   County  road  bridge 
0.2   Ross  Fork  (R  bank) 
0.5   Monkey  Gulch  (R  bank) 
0.6   County  road  bridge 
1.8   County  road  bridge 

2.5  Beaver  Creek  (R  bank) 

2.6  County  road  bridge 
k-.O       County  road  bridge 

1 
I 

51. i^ 

East  Fork  (l+th  order) 
2.0   Middle  Fork  (L  bank^  5th  order) 
0.2   County  road  bridge 

0.3   Stream  gage,  Usgs  33320 

123 

O.k       County  road  bridge 

1.3   County  road  bridge 

9.5   Gage  3330  near  PHILIPSBUHG 

30.3 

386.6 

County 

road  bridge 

387.6 

Gillesp 

ie  Creek  (L  bank) 

388.5 

Ci.€3TP&P 

FA  bridge 

390. ij- 

Ryan  Creek  (r  bank) 

391.17 

NPRR  bridge 

391.19 

Marcella  Creek  (R  bank) 

1 

-  1+1  - 

Water 

Elev. 

ft. 


5.382 
5.930 


River 

Mile                                               Drainage  Water 

Location  Description                  Area  Elev. 

miles                                            sq.  miles  ft. 

Clark  Fork  (Cont'd) 

392.02  IIPKR  "bridge 
392.05   CMSTP&P  RR  tridge 

393 »1    Bateman  Creek  (L  bank) 

393.3  Dry  Gin.cli"TR~"bank) 
393.5    Pipeline 

393.55  Pipeline 

393-62  Overhead  powerline ,  Montana  Power  Co. 

393.64  CMSTP&P  BR  bridge 

394.0  County  road  bridge 

394.3  Overhead  powerline,  BPA  230  kv 

395.8  Tyler  Creek  (L  bank) 

395.8  UPPJ^  Bridge 

397.3  Genoa   GixLch   (L  bank) 

398.0  Van  Curan  Gnlch   (R  bank) 

398.3  Little  Bear  Creek   (R  bank) 

400.5  Harvey  Creek   (L  bank) 

403.7  County  road  bridge  2;, 501 

403.9  Bear  Creek  (R  bank) 

407.3  MuJ_key  Creek   (R  bank) 

410.5  NPRR  bridge 

414.4  CMSTP&P  RR  bridge 

417.0    U.S.  Hwy  lOA  bridge  2,378 

417.2    NPRR  bridge 

417.6  Flint  Creek  (L  bank;,  3rd  order) 

0.0  (At  confluence  with  Clark  Fork)  499        3,934 

1.8  Gage  3315  near  DRUMMOWD  490        4,030 

2.4  County  road  bridge 

2.8  Pipeline 

3.6  Overhead  powerline  jjpa  730   kv 

3.7  Lower  Willow  Creek  (L  bank) 

3.8  Barnes  Creek  (R  bank) 

7.0  Coimty  road  bridge 

9.1  County  road  bridge 
10.8  Douglas  Creek  (R  bank) 
12.5  NPRR  bridge 

12.5  U.S.  Hwy  lOA  bridge 

13.6  Byrne  Creek  (L  bank) 

13.7  Henderson  Creek  (L  bank) 
l4.4  County  road  bridge 

15.2   Gird  Creek  (R  bank) 
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River 
Mile 

Location 
miles 


Description 


Drainage 

Area 
sq.  miles 


Water 

Elev. 

ft. 


^27-3 
I^28.9 

i^-29.1 
k29.k 
432.0 

ij-32.9 
k^k.2 

435.8 


436.3 
437. T 
438.5 
439.0 


Flint  Creek  (Cont'd) 


16.4 


17.4 
20.9 

21.3 

22.4 

22.6 

24 

25 


,1 
.5 


Boulder  Creek  (R  bank) 
0.1   Gage  3300  at  MAXVILLE  7I.3 

Stream  gage,  Usgs  #3295  at  MAXVILLE        208 

NPKR  bridge 

NPRR  bridge 

EPRR  bridge 

Sawmill  Creek  (L  bank) 

KPRR  bridge.  Gage  3285  near  PHILLIPSBURG   I92 

Marshall  Creek  (L  bank) 
0.0   (At  confluence  with  Flint  Creek)     27-2 

County  road  bridge 

County  road  bridge  I92 

County  road  bridge 

Fred  Burr  Creek  (R  bank) 

Summer  Gnleh  (R  bank) 

Trout  Creek  (L  bank) 
0.0   (A-fc  confluence  with  Flint  Creek) 
0.2   Gage  3265  near  SOUTHERN  CROSS        34.8 

U.S.  Hwy  lOA  bridge 

County  road  bridge 

Stream  gage,  USGS  #3255  near  SOUTHERN 

CROSS  52,6 

Dam  (Georgetown  Lake  reservoir) 

spillway  50.I 

Dunkleberry  Creek  (L  bank) 
Perkins  Creek  (~bank ) 
County  road  bridge 
Hoover  Creek  (R  bank) 
CMScSTP&P  RR  bridge 
KPRR  bridge 
County  road  bridge 

0.6   Stream  gage,  USGS  69. 1 

Gold  Creek  (L  bank) 
2.7   Pikes  Peak  Creek  (R  bank) 
1.0   Pikes  Peak  Damsite 
Overhead  powerline 
Pipeline 
NPRR  bridge 
Brock  Creek  (R  bank) 


25.8 
27.9 
30.3 
31.0 

31.7 
32.4 


34.6 
35.2 
36.8 


4,750 
4,829 


4,990 


38 


5,270 

5;  631 
6,429 


43 


River 

Mile  Drainage      Water 

Location  Description  Area        Elev. 

miles  sq.  miles       ft. 

Clark  Fork  (Cont'd) 

^39'^  Independence  Creek  (L  bank) 

kkO.'^  Warm  Spring  Creek  (R  bank) 

kk-2.Q  Foot  bridge 

i|-J+3.2  EPRR  bridge 

kk3.Q  Rock  Creek  (L  bank) 

kkk.l  Foot  bridge 

k-kk.'^  County  road  bridge  1^612 

hk'^.l  Little  Blaekfoot  River  (R  bank,  3rd  order) 

0.0   (At  confluence  wltli  Clark  Fork)  kO'J  ^;,322 

k-k-6.2  CMSTP&P  RR  Bridge 

kk8.09  CMSTP&P  RR  Bridge 

H8,ll  MPRR  bridge 

453«8  County  road  bridge 

^55«2  Freezeout  Creek  (R  bank) 

i+56.05  EPRR  bridge 

i+56, 07  CMSIP&P  RR  Bridge 

k'^1.7  Pipeline 

k60.2  Farm  bridge 

^60.8  Cottonwood  Creek  (R  bank) 

461.18  Okylor  Creek  (L  bank,  DEER  LODGE) 

461.23  Street  bridge,  DEER  LODGE 

461.47  Tin  Cup  Creek  (L  bank,  DEER  LODGE) 

461.49  CMSIP&P  RR  Bridge 

461.5  MPRR  bridge 

461.9  Street  bridge,  DEER  LODGE 

462.0  Peters on^Creek  (R  bank,  DEER  LODGE) 

462.6  U.S.  Hvy  10  bridge 

470.4  Caribou  Creek  (R  bank) 

470.5  County  road  bridge 
472.5  Orofino  Creek  (R  bank) 

474.5  Racetrack  Creek  (L  bank) 

9.5   Gage  3241  near  AEACONDA  39.5 

474.6  Clark  Fork  above  Racetrack  Creek  782 
477.2  West  Side  Canal  crossing 

479-2  Modesty  Creek  (L  bank) 

479-2  Dry  Cotton-wood  Creek  (R  bank) 

480.2  CMSIP&P  RR  bridge 

480.6  Lost  Creek  (L  bank) 
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River 

Mile  Drainage      Water 

Location  Description  Area       Elev. 


miles  sq.  miles       ft. 


Clark  Fork  (Cont'd) 

k-80.6  County  road  bridge 

i4-8lo9  County  road  bridge 

14-82.5  Perkins  Creek  (R  bank) 

14-83 o 5  Warm  Springs  Creek  (L  bank) 

k-Q6A  Co\anty  road  bridge 

il-89.ll-  Mill  Creek  (L  bank) 

14-89.5  U.So  Hwy  10  bridge 

I4-89.7  NPRR  bridge 

14-90.14-  Confluence  of  Willov  Creek  and  SilYerbov  Creek  to  form 
Clark  Fork 
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COMPLETED  REPORTS  OF  THE 
HYDROLOGY  SUBCOMITTEE 
COLUMBIA  BASIN  INTER-AGENCY  COMMITTEE 


1,  Stream  Gaging  Stations  in  the  Pacific  Northwest  as  of  June  30, 
19U7  -  June,  19U8 

2,  Estimate  of  Runoff  from  Columbia  River  Basin  in  Nevada  - 
August  9,  19U9 

3,  Recommended  Program  of  Columbia  Basin  Snow  Courses  and  Schedule 
of  Measurements  -  August  10,  1951 

U.  An  Evaluation  of  the  Art  of  Rain  Making  -  June  l6,  1953 

5.  Pacific  Northwest  Hydrologic  Data  Collection  Program  -  January,  1959 

6.  Pacific  Northwest  Hydrologic  Data  Collection  Program  Summary  - 
September,  1959 

7.  Inventory  Hydrologic  Investigations  and  Related  Studies,  Pacific 
Northwest  -  June,  1962 

8.  River  Mile  Index,  Main  Stem  Columbia  River  -  June,  1962 

9.  Implementation  of  Pacific  Northwest  Hydrologic  Data  Collection 
Program  -  January,  1963 

10.  River  Mile  Index,  Deschutes  River  -  June,  1963 

11.  River  Mile  Index,  Willamette  River  -  June,  1963 

12.  River  Mile  Index,  John  Day  River  -  October,  1963 

13.  River  Mile  Index,  Spokane  River  -  April,  196U 

lU.  River  Mile  Index,  Wenatchee  River,  Entiat  River,  Chelan  River, 
Methow  River  -  September,  196U 

15 .  River  Mile  Index,  Yakima  River  -  October,  19Sh 

16.  River  Mile  Index,  Snake  River  -  January,  1965 

17.  River  Mile  Index,  Clark  Fork-Pend  Oreille  River  -  July,  1965 
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